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Introduction 


The Monthly Checklist of State Publications is a record of State documents 
issued during the last five years which have been received by the Library of 
Congress. 

Monographs are listed each month as they are received and are arranged by 
State and issuing agency. Included among them are annual publications and mono- 
graphs in series. The latter are listed as contents under the series title except for 
publications in college and university bulletin series and similar materials, which 
are listed under their monographic titles. 

Periodicals are listed semiannually in the June and December issues, with the 
December list cumulative for the year. 

Publications of associations of State officials and of regional organizations 
and library surveys, studies, manuals, and statistical reports appear in two sections 
at the end of the listing of monographs by State. 

For each publication, the price and pertinent bibliographic information, such 
as changes in titles and in names of issuing bodies, are given when known. The Li- 
brary of Congress card number is also shown at the end of each entry when available. 

A few categories of publications, such as college and university catalogs, 
loose-leaf additions, slip laws, and certain ephemeral material such as blank forms 
and publishers’ announcements, are not included in the Checklist. Listings of State 
university press publications are limited to those which by reason of their content 
or series title appear to be official publications of the university. 

The publications listed are not distributed by the Library of Congress but 
may be obtained in most instances from the agencies issuing them. 

An annual index to the monographs appears early in the following year. A 
separate title page for the entire volume is provided with the index. 

The value of the Checklist depends in large part on the cooperation extended 
by State agencies. They are requested to send to the Library of Congress copies 
of all their publications and issuances, including materials described above that 
are not listed. They are also requested to send the Library bibliographic informa- 
tion that does not appear on the publication itself and changes in titles of publi- 
cations and names of issuing bodies. 


ALABAMA 


AGRICULTURAL EXPERIMENT STATION, Auburn. 
Bulletin. Auburn. 


- 17919 - 
487. Use of cash flow statements as a financial man- 
agement tool [by Richard W. Wilt, Jr., and Sidney 
C. Bell} 1977. 


- 17920 - 
488. X-ray spectroscopic analysis of six mineral ele- 
ments in woody tissues |by Samuel L. Smith and 
others| 1977. 43p. ill. 


AGRICULTURAL EXPERIMENT STATION, Auburn. 
Circular. Auburn. 


- 17921 - 
232. Simplified programming as a farm management 
tool [by J. L. Boutwell and E. W. McCoy} 1977. 
40 p. 


- 17922 - 

DEPT, OF EXAMINERS OF PUBLIC ACCOUNTS. 
port of examination of] Forestry Commission, 
1973/75. [Montgomery] C, 5p. 

Report period ends Sept. 30. 


|Re- 


- 17923 - 

DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS, |Re- 
port of examination of] State Pilotage Commission, 
Mobile, Alabama. 1975/76. [Montgomery] B, 21. 

Report year ends Sept. 30. 


- 17924 - 

DEPT, OF EXAMINERS OF PUBLIC ACCOUNTS, |[Re- 
port of examination of] the University of Alabama, Uni- 
versity, Alabama, opportunity corporation contract for 
head start supplementary training/child development 
program. 1975/76. [Montgomery] B, 21. 

Report year ends Aug. 31. 


- 17925 - 

DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. [Re- 
port of examination of] U. S. S. Alabama Battleship 
Commission, Mobile, Alabama, 1974/75. [Mont- 
gomery] B, 9p. 

Report year ends Sept. 30. 


- 17926 - 
DEPT. OF PUBLIC HEALTH. Report. 
gomery| unpaged, ill. annual, 
Has also a distinctive: Keys to better health, 
68-65946 


1976, [Mont- 


- 17927 - 

GEOLOGICAL SURVEY. Publication Division. Index 
and list of the publications of the Geological Survey of 
Alabama and the State Oil and Gas Board. 1976. 
University. vii, 69p. ill. 


ALASKA 


Alaska documents have limited distribution. Requests 
should be sent to the Alaska State Library after regular inter- 
library loan channels have been tried. 

- 17928 - 
CAPITAL SITE SELECTION COMMITTEE. Phase one 

regional screening. [Juneau] 1975, 41. ill. 


- 17929 - 


CAPITAL SITE SELECTION COMMITTEE. Phase two 
screening. |[Juneau]1975. unpaged. ill. 


- 17930 - 
CAPITAL SITE SELECTION COMMITTEE, Phase III 
screening. ([Juneau]1975. unpaged. ill. 
- 17931 - 
CAPITAL SITE SELECTION COMMITTEE. Phase four/ 
stage two screening. [Juneau| 1975. various pagings. 
- 17932 - 


CAPITAL SITE SELECTION COMMITTEE. 
stage 2 summary evaluation, [Juneau, n. d. 


Phase IV, 
6} 1. 


- 17933 - 

[DEPT. OF ADMINISTRATION, Division of General 
Services and Supply| Pocket directory of State & 
provincial archivists, Apr. 1977. |Juneau] 16 p. 
annual. 


- 17934 - 


|[DEPT. OF ADMINISTRATION. Division of Personnel 
and Labor Relations| State of Alaska salary schedule, 
June 1, 1977, |Juneau, 1977) 18p._ ill. 


- 17935 - 


DEPT, OF COMMERCE AND ECONOMIC DEVELOP- 
MENT. State of Alaska corporate directory. 1976 
suppl. Juneau. 63 p. 74-641973 


- 17936 - 

DIVISION OF COMMERCIAL FISHERIES. Sale of roe 
from subsistence caught salmon in the Arctic- Yukon- 
Kuskokwim region, 1974-1976; report to the Legisla- 
ture. |Juneau| 1977. ii, 281. ill. 


Special re- 


[DIVISION OF COMMERCIAL FISHERIES | 


port, [Juneau] 


- 17937 - 


8. Second interim report on the effects of the Trans- 
Alaska Pipeline on caribou movements, by Raymond 
D. Cameron and Kenneth R. Whitten. Sponsored 
by the U. S. Dept. of the Interior [and others} 

1977. i,10p.+ ill, 77-623589 


17938 - 


DIVISION OF COMMUNITY PLANNING. City of Yakutat 
comprehensive development plan, prepared by Alaska 
Consultants, Inc. for the city of Yakutat. |Juneau| 
1976. ix, 228p._ ill. 


- 17939 - 

DIVISION OF COMMUNITY PLANNING, The socio- 
economic implications of logging operations on Tena- 
kee Springs, and Tenakee Inlet, Alaska. [Juneau] 
1975. i, 141. ill. 


- 17940 - 

DIVISION OF CORRECTIONS. Study for the State of 
Alaska Division of Corrections of the detention require- 
ments for the Anchorage area [by CCC/HOK staff. 
Juneau, 1977) 1461, ill. 77-623 588 


- 17941 - 


DIVISION OF ECONOMIC ENTERPRISE. Alaska farm 
[Juneau, 1977] ii, 22 p. 


cost of production survey. 
ill. 

Issued in cooperation with Economic Research 
Service, U.S. Dept. of Agriculture. 


- 17942 - 


DIVISION OF ECONOMIC ENTERPRISE. Community 
projects matrix. [Juneau] 1977. 14, 17, 1, 6, 40p. 
ill. 


- 17943 - 
DIVISION OF FISHERIES REHABILITATION, ENHANCE- 
MENT, AND DEVELOPMENT, Report to the Legis- 
lature. 1977, |Juneau] 56p. ill. annual, 


- 17944 - 

DIVISION OF GAME. Alaska wildlife management plans, 
a public proposal for the management of Alaska's 
wildlife. |Juneau, 19767] 7v. ill. 

On covers: Draft proposal. 

Contents. Arctic Alaska. —Interior Alaska. — 
Northwestern Alaska. —-Southcentral Alaska. — 
Southeastern Alaska. ——-Southwestern Alaska. — West- 
ern Alaska. 


17945 - 

DIVISION OF GAME. Alaska wildlife plans. [Juneau, 
n.d.| 11 col. maps on sheets 89 x 69 cm. fold. to 
23 x 29 cm. 

On publications: Draft proposal. 


Black bear. 

Brown bear. 

Caribou & deer. 

Dall sheep. 

Furbearers. 

Moose. 

Mt. Goat, muskow & bison. 
Small game & marine mammals. 
Unclassified game. 
Waterfowl. 

Wolf & elk. 


- 17946 - 

DIVISION OF GAME. Southcentral moose population 
studies; volume I, project progress report, Federal 
aid in wildlife restoration, project W-17-8, job 1.16R 
and final report, Federal aid in wildlife restoration, 
projects W-17-6, W-17-7, and W-17-8, job 1.12R, by 
Jack C. Didrickson, Donald Cornelius, and Julius 
Reynolds. Juneau, 1977. i,6,i,5 p. iil. 


- 17947 - 

DIVISION OF GEOLOGICAL AND GEOPHYSICAL SUR- 
VEYS. Bibliography of the Cook Inlet (1969-1976), 
compiled by Don L. McGee [and others] College, 
1977. ix, 33p. 77-623594 


DIVISION OF GEOLOGICAL AND GEOPHYSICAL SUR- 
VEYS. Geologic report. College. 


- 17948 - 
50. Metamorphic rocks of Toklat-Teklanika Rivers 
area, Alaska, by W. G. Gilbert and Earl Redman. 
1977. iii, 13p. ill. 77-623578 


- 17949 - 

DIVISION OF MENTAL HEALTH AND DEVELOPMENTAL 
DISABILITIES. Community Mental Health Programs. 
Summary of client and service data, calendar year 
1976. [Juneau] 1977. various pagings. 

On cover: Mental health information system. 
77-623591 


- 17950 - 

DIVISION OF OCCUPATIONAL LICENSING. Directory 
of real estate brokers, associate brokers and sales- 
men. Dec. 31, 1977. Juneau. 29p. 

Title varies: Directory of licensed real estate ... 


- 17951 - 
DIVISION OF POLICY DEVELOPMENT AND PLANNING. 
Barley production in the Delta-Clearwater area of 


Alaska: review and recommendations. [Juneau] 1977. 
v, 227p. ill. 


- 17952 - 
DIVISION OF STATE LIBRARIES AND MUSEUMS, Alas- 
ka blue book. 3ded.; 1977. Robert M. Burnett, 
editor. [Juneau] 264p. biennial. 73-646395 


- 17953 - 
DIVISION OF STATE LIBRARIES AND MUSEUMS. Docu- 
ments Section. State and local publications received. 
- Juneau. vi, 86p. annual. 72-625080 


- 17954 - 

GOVERNOR. Chance for a change, a statewide radio - 
television address by Jay Hammond, Governor of 
Alaska, May 3, 1977. (Juneau, 1977] 15 p. 

77-623606 
- 17955 - 


GOVERNOR. Facing up to the future, a five-part news- 
paper series, by Jay Hammond, Governor of Alaska. 
{Juneau, n. d.] 4, 5, 5,5, 5p. ill. 


- 17956 - 

GOVERNOR. [Proposed legislation to provide for the an- 
nual distribution of at least one-half of the income 
from the Alaska Permanent Fund directly to Alaskans. 
Juneau, 1977) 8p. 

Title from page 1. 


- 17957 - 
HOUSING FINANCE CORPORATION. Annual report. 
3d-[4th]; 1975-76. [Anchorage] 2v. ill. 
Have also distinctive titles: 1975, Investing in 
Alaska; 1976, Blueprint for the future. 


JOINT FEDERAL-STATE LAND USE PLANNING COM- 
MISSION. Commission study. Anchorage. 


- 17958 - 


17. The evolving pattern of village Alaska 
[by] William Alonso and Edgar Rust. Prepared [by] 
Berkeley Planning Associates. 1976. iv, 70 p. 
ill. 77-623585 


- 17959 - 


LAWS, STATUTES, ETC. Alaska statutes, Title 44, 
[Juneau] 1976. 


State government. 226 p._ ill. 


- 17960 - 


LAWS, STATUTES, ETC. State Medical Board central- 
ized licensing statute, AS 08.01, medicine, AS 08.64, 
regulations, 12 AAC 40. Juneau, Division of Occupa- 
tional Licensing, 1977. 3, 19p. 


- 17961 - 


LEGISLATURE. Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, development, operating. [Juneau, 
1977| iv, 101 p. 77-623558 


- 17962 - 


LEGISLATURE. Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, education, operating. [Juneau, 1977| 
iv, 135 p. 77-623559 


- 17963 - 

LEGISLATURE. Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, election district. [Juneau, 1977| 
61 p. 77-623 556 


- 17964 - 

LEGISLATURE. Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, general government, operating. [Ju- 
neau, 1977| jy, 3-186 p. 77-623551 


- 17965 - 


LEGISLATURE. Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, health, operating. [Juneau, 1977| 
iv, 113 p. 77-623555 


- 17966 - 


LEGISLATURE. Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, justice, operating. ([Juneau, 1977} 
iv, 3-135 p. 77-623553 


- 17967 - 


LEGISLATURE, Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, natural resources, operating. |[Ju- 
neau, 1977] v, 298 p. 77-623550 


- 17968 - 

LEGISLATURE, Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, public protection, operating. |Juneau, 
1977] iv, 127 p. 77-623557 


- 17969 - 

LEGISLATURE. Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, social services, operating. |Juneau, 
1977| v, 216 p. 77-623561 


- 17970 - 


LEGISLATURE, Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and 
capital budget, transportation, operating. |Juneau, 
1977} iv, 59-159 p. 77-623 549 


- 17971 - 


LEGISLATURE, Finance Division. Free Conference 
Committee report, fiscal year 1978, operating and cap- 
ital budget, University of Alaska, operating. |Juneau, 
1977] iv, 3-184 p. 77-623554 


- 17972 - 
[OFFICE OF AGING] State plan on aging for the State of 
Alaska for fiscal year 1977. [Juneau, 1976] 79 p. 
ill. 


On cover: Administration on aging. 77-623586 


- 17973 - 


PUBLIC OFFICES COMMISSION, 
Anchorage. i, 98 p. 


Annual report. 1976, 
77-647169 


- 17974 - 


STATE ARCHIVES AND RECORDS SERVICE. Records 
management manual, [Juneau, n. d.| 27p. ill. 


- 17975 - 
STATE HOUSING AUTHORITY. Annual report. 
1975/76. [Juneau] 24p. ill. 
Report year ends June 301 


- 17976 - 

UNIVERSITY OF ALASKA, Anchorage. Arctic Environ- 
mental Information and Data Center. Current re- 
search profile for Alaska. 4th ed,.; 1977. Anchorage. 
vii, 325 p. ill. 


- 17977 - 


UNIVERSITY OF ALASKA, Anchorage. Office of Public 
Affairs, Directory of civic and professional organi- 
zations in Anchorage. Oct. 15, 1977. Anchorage. 
85 p. 

Issued by the office under a variant name: 
Affairs Office. 


Public 


ALASKA 
— | 
965 


UNIVERSITY OF ALASKA, Fairbanks. Institute of Water 
Resources. Report IWR. Fairbanks. 


- 17978 - 

67-A. Clearing Alaskan water supply impoundments: 
literature review [by] Daniel W. Smith and Stanley 
R. Justice. 1976. vil. and 3 cards (15.2x 
10.1 cm.) in pocket. 

The cards are micro-opaques. 


- 17979 - 


67-B. Clearing Alaskan water supply impoundments: 
data |by| Daniel W. Smith and Stanley R. Justice. 
1976, {3)1. and 1 card (15.2 x 10.1 cm.) in pocket. 

The card is micro-opaque. 


- 17980 - 


77. Environmental path of arsenic in groundwater 
completion report, by D. B. Hawkins. 
and 1 card (15.2 x 10.1 cm) in pocket. 

The card is micro-opaque. 


1976, iil. 


- 17981 - 
UNIVERSITY OF ALASKA, Fairbanks. Library. Educa- 
tional film library. Fairbanks d.| iv, 77 p. 
Issued by the library under a variant name: Elmer 
E, Rasmuson Library. 
Cover title: Catalog of films. 


ARIZONA 


- 17982 - 


ATOMIC ENERGY COMMISSION, The 
Arizona; annual report. 1975/76. 
Report year ends June 30. 


- 17983 - 


BICENTENNIAL COMMISSION. 
1977. [Phoenix, 1977] 96 p. 


peaceful atom in 
[Phoenix] 28 p. 
68-64203 


Final report, June 
ill. 77-623 534 


- 17984 - 
BOARD OF DIRECTORS OF STATE COMPENSATION 


FUND. Annual report. 1976, [Phoenix] 19 p. 
ill. 
- 17985 - 
DAIRY COMMISSIONER. Annual report. 1976/77, 
[Phoenix] 9 1. 


DEPT, OF ECONOMIC SECURITY. Arizona occupation- 
al profiles. [Phoenix] 

- 17986 - 
4. Hotel & motel industry. 1977. 19p. ill. 


Issued in cooperation with U. S. Bureau of La- 
bor Statistics. 


- 17987 - 
[DEPT. OF ECONOMIC SECURITY| Labor Market Infor- 
mation, Research, and Analysis [Section] Arizona 
| Phoenix] 1977. 


labor force and employment, 1976. 
{6} 1. 


- 17988 - 

DEPT. OF EDUCATION. Comprehensive planning for 
literacy, a guide to State development & implementa- 
tion [by the Council of State Coordinators for State 
Education Agency Planning for the Advancement of 
Literacy. Phoenix] 1977. v, 265p. ill. 


- 17989 - 

DEPT. OF EDUCATION. Services handbook. 1977. 

[Phoenix] vi, 62p. ill. annual, 
- 17990 - 

DEPT. OF EDUCATION. Suggestions for compliance 
with Title VI of the Civil rights act of 1964 as it per- 
tains to students with a primary language other than 
English, recommended by the Arizona State Superin- 
tendent's Task Force. [Phoenix, 1977] vii, 19, 10 p. 
ill. 

Cover title: Task force findings specifying reme- 

dies available for eliminating past educational prac- 

tices ruled unlawful under Lau versus Nichols. 


- 17991 - 
DEPT. OF TRANSPORTATION. 


Annual report. 1975. 


Phoenix. 20p. ill. 
- 17992 - 

DEPT. OF TRANSPORTATION, Arizona's five-year 
transportation construction program: highways, air- 


ports. 5th-6th; 1976/77-1977/78. |Phoenix] 2 v. 
ill. annual. 


- 17993 - 
DEPT. OF TRANSPORTATION, 


1976 progress report. 
[Phoenix, 1977] 16p. ill. 


- 17994 - 
NORTHERN ARIZONA UNIVERSITY, Fiagstatt. Learn- 
ing a living across the nation; project base line, na- 
tional report. Vol. 5; 1974/75. Prepared by Arthur 


M. Lee for U. S. Office of Education and the National 


Advisory Council on Vocational Education. Flagstaff. 
2v. ill. 


Contents.——pt. 1. Narrative report.——pt. 2. Sta- 
tistical almanac. 


- 17995 - 
OFFICE OF AFFIRMATIVE ACTION. Annual report. 
1st; Oct 1, 1975/Jan. 1, 1977. Phoenix. 32 p. 
Office created by Executive order no. 75-11. 
Includes Eleventh annual minority group employment 
survey, Dec. 1, 1976. 


- 17996 - 
OFFICE OF ECONOMIC PLANNING AND DEVELOP- 


MENT. Arizona State agency guide for occupations 
and businesses. May 1, 1977. Phoenix. x, 751. 


- 17997 - 


OFFICE OF ECONOMIC PLANNING AND DEVELOP- 
MENT. Energy Programs Section. Household ener- 
gy efficiency inspection, a publication, by Liza Ward 
and Robert Beeman. Cover design by Perry Wiseman. 

[Phoenix] 1977. 14p. 


- 17998 - 


OFFICE OF ECONOMIC PLANNING AND DEVELOP- 
MENT. Energy Programs Section. How to lower 


your energy costs, a publication, by Liza Ward and 
Robert Beeman. Cover design by Margaret R. Carl- 
son. [Phoenix{ 1977. 


20 p. ill. 


- 17999 - 
OFFICE OF HIGHWAY SAFETY. Arizona traffic acci- 
dent summary. 1974-76. [Phoenix] 3v. ill. 
annual, 


- 18000 - 
OFFICE OF STATE CHEMIST. Arizona annual report; 
commercial feeds, fertilizer materials, pesticides. 
1976. Mesa. 48p. (Its Special bulletin) 


OFFICE OF THE STATE CLIMATOLOGIST. Climato- 
logical publications: solar energy series. Tempe. 


- 18001 - 
7. Times of sunrise and sunset for Arizona cities [by] 
Robert W. Durrenberger. 1977. [8)1. 
$1.00. 


- 18002 - 

SALES AND USE TAX DIVISION, Total transaction priv- 
ilege (sales) tax collected in Mohave County for the 
period beginning July 1, 1972, and ending June 30, 
1973. Phoenix d.| sheet. 


- 18003 - 

SALES AND USE TAX DIVISION. Total transaction priv- 
ilege (sales) tax collected in Navajo County for the 
period beginning July 1, 1972, and ending June 30, 
1973, Phoenix d.] sheet. 


- 18004 - 

SALES AND USE TAX DIVISION, Total transaction priv- 
ilege (sales) tax collected in Pima County for the 
period beginning July 1, 1972, and ending June 30, 
1973. Phoenix ([n. d.] sheet, 


- 18005 - 

SALES AND USE TAX DIVISION. Total transaction priv- 
ilege (sales) tax collected in Pinal County for the 
period beginning July 1, 1972, and ending June 30, 
1973, Phoenix(n, sheet, 


- 18006 - 

SALES AND USE TAX DIVISION, Total transaction priv- 
ilege (sales) tax collected in Santa Cruz County for the 
period beginning July 1, 1972, and ending June 30, 
1973. Phoenix d.] sheet, 


- 18007 - 

SALES AND USE TAX DIVISION. Total transaction priv- 
ilege (sales) tax collected in Yavapai County for the 
period beginning July 1, 1972, and ending June 30, 
1973, Phoenix d.| sheet. 


ARKANSAS 


- 18008 - 


STATE FAIR. Premium book, 1977, October 21-Novem- 
ber 6. [Phoenix, 1977] 76p. ill. 


- 18009 - 
STATE MINE INSPECTOR, Annual report. 
1975/76, [Phoenix| 72 p. 
Report year ends Nov. 30. 


65th; 
13-33258 


- 18010 - 
UNIVERSITY OF ARIZONA, Tucson, Arizona Medical 
Center, Office of Public Information, Caring for 
Arizona, 1973/74, 1975/76. [Tucson] 2v. ill. 


UNIVERSITY OF ARIZONA, Tucson. Office of Arid 
Lands Studies. Arid lands resource information pa- 
per. Tucson, 


- 18011 - 


8. Geothermal technoecosystems and water cycles in 
arid lands, by Christopher Duffield. 1976. 
v, 202p._ ill. 


ARKANSAS 


AGRICULTURAL EXPERIMENT STATION, Fayetteville. 
Special report, [Fayetteville] 


- 18012 - 


23. 1975 Forestry Study Day, Southwest Branch Ex- 
periment Station. 1975. 28p. ill. 


- 18013 - 
ARTS CENTER, Annual Delta art exhibition. 
1975, [Little Rock] unpaged. ill, 
Cover title: 18th Delta, 


18th; 


- 18014 - 


ARTS CENTER. Annual prints, drawings and crafts ex- 
hibition, 9th; 1976, [Little Rock] unpaged. ill. 


- 18015 - 

DEPT. OF FINANCE AND ADMINISTRATION. Adminis- 
trative Services Division. Office of Tele-Communica- 
tions. Centrex telephone directory. Vol. 7; I977. 
[Little Rock] 30p._ ill. 

Cover title: Centrex directory. 


~ 18016 - 


DEPT. OF POLLUTION CONTROL AND ECOLOGY. 
Arkansas statewide 208 planning work program, by 
Vance Jones. Rev. Little Rock, 1977. 199p. 
ill. 


- 18017 - 


EMPLOYMENT SECURITY DIVISION, Annual report, 
40th; 1976. By Research and Statistics Section, 
Little Rock. vi, 481. ill. 39-28462 


a 
| 
967 


ARKANSAS 


- 18018 - 

EMPLOYMENT SECURITY DIVISION, Research and Sta- 
tistics Section. Occupational trends: 4- » Fort 
Smith SMSA; a report projecting the SMSA's labor 
needs for 1977, 1978, and 1985. Little Rock, 1977. 
iv, 48p. 


- 18019 - 

EMPLOYMENT SECURITY DIVISION. Research and Sta- 
tistics Section. Occupational trends: - , Pine 
Bluff SMSA; a report projecting the SMSA's labor 
needs for 1977, 1978, and 1985. Little Rock, 1977. 
iv, 47p. 


18020 - 

EMPLOYMENT SECURITY-DIVISION. Research and Sta- 
tistics Section. Trends in selected occupations, 
Arkansas 1977-1985. Little Rock, 1977. 151. 

77-623592 


- 18021 - 


EMPLOYMENT SECURITY DIVISION. Research and Sta- 
tistics Section. Trends in selected occupations, 
Little Rock-North Little Rock standard metropolitan 
statistical area, 1977-1985. Little Rock, 1977. 

151. 


18022 - 
EMPLOYMENT SECURITY DIVISION. Research and 
Statistics Section. Unfilled job openings in selected 
SMSA's as of May 31, 1977. Little Rock, 1977. 


iv, 391. 77-623590 


- 18023 - 


GEOLOGICAL COMMISSION. Ground-water levels in ob- 
servation wells in Arkansas, spring 1976 [by] U. S. 
Geological Survey, Water Resources Division. Mea- 
sured by the U. S. Geological Survey in cooperation 
with the Arkansas Geological Commission. Little 
Rock {1976?] 341. ill. 


- 18024 - 


LAWS, STATUTES, ETC. Arkansas employment securi- 
ty law as amended by the seventieth General Assem- 
bly. Little Rock, Employment Security Division 
{1975} 161 p. 


Cover title: State of Arkansas employment security 
law and regulations. 


- 18025 - 


LAWS, STATUTES, ETC. Driver licensing and safety 
responsibility statutes and regulations, | Little Rock] 


Dept. of Finance and Administration, 1974. 67 p. 


- 18026 - 
LAWS, STATUTES, ETC. Revised annotated digest of 


the State of Arkansas labor laws ... includes all re- 
Little Rock, Dept. 
77-623611 


visions effective as of July 1975. 
of Labor [n. d.| 163 p. 


LEGISLATIVE COUNCIL. Research Dept. 
[Little Rock] 
Not available for distribution, 


- 18027 - 

76-28. Arkansas campaign finance laws. Prepared 
for Joint Interim Committee on State Agencies and 
Governmental Affairs of the Arkansas General As- 
sembly. 1976. 24p. 


Staff report. 


- 18028 - 

76-29. A study of the feasibility of establishing a dis- 
trict livestock show at Russellville. Prepared for 
Joint Interim Committee on Economic and Industri- 
al Resources and Development. 1976, 111. ill. 


- 18029 - 
76-31. Publication of administrative rules and regu- 
lations. 1976. 9p. 
- 18030 - 


76-32. The Arkansas use tax law: issues and informa- 
tion. Prepared for Joint Interim Committee on 
Revenue and Taxation and Committee on Revenue 
and Taxation of the Arkansas Legislative Council. 
1976, 61. 


- 18031 - 

76-33. Funding emergency medical services. Pre- 
pared for Joint Interim Committee on Public Health, 
Welfare and Labor of the Arkansas General As- 
sembly. 1976. 71.+ 


- 18032 - 
76-34, Surety and performance bond coverage for pub- 
lic employees in Arkansas. Prepared for Joint In- 


terim Committee on Insurance and Commerce. 
1976. 411. 


- 18033 - 
76-35. Employment of veterans. Prepared for Joint 
Interim Committee on Public Health, Welfare and 


Labor of the Arkansas General Assembly. 1976. 
51. 


- 18034 - 
76-36. The work release and pre-release programs 
of the Arkansas Department of Correction. Pre- 
pared for Joint Interim Committee on Judiciary 
and the Legislative Council Committee on Charitable, 
Penal, and Correctional Institutions. 1976. 171. 


- 18035 - 


76-37, Rural fire protection in Arkansas. Prepared 

for Joint Interim Committee on Insurance and Com- 
merce of the Arkansas General Assembly. 1976. 
5 Be 


- 18036 - 
76-38, Kentucky "sunset on forms" program. Pre- 
pared for Joint Interim Committee on State Agencies 
1976. 81. 


Agencies and Governmental Affairs. 


- 18037 - 

76-39, Regulation of grain dealers and grain ware- 
houses. Prepared for Joint Interim Committee on 
Economic and Industrial Resources and Develop- 
ment and Joint Interim Committee on Judiciary. 
1976, 71. 


- 18038 - 

76-40, The feasibility of establishing a State commis- 
sion with broad authority to protect the consuming 
public against unethical warranty practices. Pre- 
pared for Joint Interim Committee on Economic and 
Industrial Resources and Development. 1976. 31. 


18039 - 

76-41, Licensure of nurses. Prepared for Joint In- 
terim Committee on Public Health, Welfare and 
Labor of the Arkansas General Assembly. 1976. 
36 p. 


- 18040 - 

76-42. Uniform alcoholism and intoxication treatment 
act. Prepared for Joint Interim Committee on Pub- 
lic Health, Welfare and Labor of the Arkansas Gen- 
eral Assembly. 1976. 33p. 


- 18041 - 
76-43. Annual renewal fees for licensing retired or 
semi-retired plumbers. Prepared for Joint Inter- 
im Committee on Public Health, Welfare and Labor. 


1976. 41. 


- 18042 - 

76-44, Florida administrative procedure act. Pre- 
pared for Joint Interim Committee on State Agencies 
and Governmental Affairs of the Arkansas General 
Assembly. 1976. 41. 


- 18043 - 

76-45. Utilization of physician assistants. Prepared 
for Joint Interim Committee on Public Health, Wel- 
fare and Labor of the Arkansas General Assembly. 
1976. 6p. 


- 18044 - 

76-46. The California Mosquito Abatement Program. 
Prepared for Joint Interim Committee on Public 
Health, Welfare and Labor of the Arkansas General 
Assembly. 1976. 21. 


- 18045 - 

76-48. Publishing of newsletters, weekly reports and 
similar publications. Prepared for Joint Interim 
Committee on State Agencies and Governmental Af- 
fairs of the Arkansas General Assembly. 1976. 
41, 


18046 - 

76-49. Advance refunding: issues and information. 
Prepared for Committee on Corporations, Insurance 
and Banking of the Arkansas Legislative Council 
and Joint Interim Committee on Insurance and 
os ey of the Arkansas General Assembly. 

l. 


ARKANSAS 


- 18047 - 


76-50. New programs inititated [sic] in the State with- 
in the past five years, prepared by Budget and Fis- 
cal Review Section, Arkansas Legislative Council. 
Prepared for Performance Evaluation ard Expendi- 
ture Review Committee of the Arkansas Legislative 
Council, 1976, 121 p. 

Series no. duplicated. 


- 18048 - 


76-50. Taxation of intangibles: a survey. Prepared 
for Joint Interim Committee on Revenue and Tax- 
ation of the Arkansas General Assembly. 1976, 
321. ill. 

Series no. duplicated. 


- 18049 - 


OIL AND GAS COMMISSION. Annual oil and gas report. 
1976, El Dorado. 32p._ ill. 62-63732 


- 18050 - 


PUBLIC SERVICE COMMISSION. Dept. of Assessment 
Coordination. Per centum of assessed value of prop- 
erty by classification. Little Rock|n. d.| 31. 

Issued by the dept. under a variant name: Assess- 
ment Coordination Division. 


REHABILITATION RESEARCH AND TRAINING CENTER. 
ARR&TC (publications, Little Rock| 


- 18051 - 

963. Report from the study group on post-employment 
services in rehabilitation ... third Institute of Re- 
habilitation Issues, June 1-3, 1976, Dallas, Texas. 
[1976] vi, 110 p. 

Cover title: Post-employment services in reha- 
bilitation. 


- 18052 - 

UNIVERSITY OF ARKANSAS, Fayetteville. The univer- 
sity confronts tomorrow, an address by Dr. Charles 
Edwin Bishop on the occasion of his investiture as 
president of the University of Arkansas, February 2, 
1975, [Fayetteville, n. d.| 131. 


- 18053 - 
[UNIVERSITY OF ARKANSAS, Fayetteville. Librar A 
Bibliography on Blacks. [ Fayettevi le, ? 


- 18054 - 


[UNIVERSITY OF ARKANSAS, Fayetteville. Library| 
Bibliography on film. {[Fayetteville, 1976? | 


- 18055 - 
[UNIVERSITY OF ARKANSAS, Fayetteville. Library | 
A bibliography on women. | Fayetteville, 19767] 61. 


- 18056 - 
[UNIVERSITY OF ARKANSAS, Fayetteville. Library | 
Business and economics (selected list, reference and 
Stack area), | Fayetteville, n. d. | 21. 


i- 


i 


ARKANSAS 


- 18057 - 


UNIVERSITY OF ARKANSAS, Fayetteville. brary 
Microform collections. Fayetteville, " l 


- 18058 - 
UNIVERSITY OF ARKANSAS, Fayetteville. Library 
Microform collections. Fayetteville, 1975. 81. 


Issued by the library under a variant name: 
University Library. 


- 18059 - 
UNIVERSITY OF ARKANSAS, Fayetteville. Library. 
Periodical indexes, abstracting services, etc.; gen- 


eral, science and technology. Fayetteville [n. d. | 
22 1. 


Issued by the library under a variant name: Mullins 
Library. 


- 18060 - 
| UNIVERSITY OF ARKANSAS, Fayetteville. Library] 
Selected display journals containing book reviews in 
history and related fields. |Fayetteville, n. d.] 151. 


- 18061 - 
| UNIVERSITY OF ARKANSAS, Fayetteville. Library | 
A selected list of business & economic sources, 
| Fayetteville, 1976? 4) 1. 


- 18062 - 
UNIVERSITY OF ARKANSAS, Fayetteville. Library. 
U. S. National Archives microfilm publications in the 


University of Arkansas Library. | Fayetteville, n. d.] 
7k 


- 18063 - 

UNIVERSITY OF ARKANSAS AT LITTLE ROCK. C 

erative Extension Service. Arkansas poultry produc- 
tion; county production figures for broilers, commer- 
cial egg flocks, hatchery supply flocks, turkeys. 
1976. Prepared jointly by the Cooperative Extension 
Service and the Crop Reporting Service in cooperation 
with the Arkansas Poultry Federation. [Little Rock} 
23 p. 


UNIVERSITY OF ARKANSAS AT LITTLE ROCK, Coop- 
erative Extension Service. EL. [Little Rock 


- 18064 - 
460. Bathrooms for modest homes [by Evelyn Sever- 
sen. n.d.| folder. ill. 


UNIVERSITY OF ARKANSAS AT LITTLE ROCK, Indus- 
trial Research and Extension Center. Publication. 
Little Rock, 


~ 18065 - 


I-4g. A summary of taxes in Arkansas. June 1977. 
iv, 15 p. 


DEPT. OF FISH AND GAME. 


UNIVERSITY OF ARKANSAS AT LITTLE ROCK, Indus- 
trial Research and Extension Center. Research 
memorandum, Little Rock. 


- 18066 - 
RM-62. Understanding the consumer price index [by 


Frank H. Troutman and James C. Lilly| 1974, 
91, ill. 


CALIFORNIA 


18067 - 
AGRICULTURAL CHEMICALS AND FEED. Pesticides; 
a summary of decisions on economic poisons including 
a listing of all registrants. 1976. Sacramento. 
176 p. annual, 


- 18068 - 
BUREAU OF INDUSTRIAL EDUCATION. Machine shop 


workbook [by Wilbur A. Erickson and William Steven- 
son. Sacramento, 1973, 1967, 1976] 3v. ill. 


- 18069 - 
CALIFORNIA STATE POLYTECHNIC UNIVERSITY, 


Pomona. Library. Annual report. 1972/73, 
1974775 Pomom. 2v. 


Report year ends in June, 


- 18070 - 
CENTER FOR HEALTH STATISTICS. Adoption statis- 
tics data by agency. [Sacramento] 1977. [4]p. 
(Its Data matters topical report) 


- 18071 - 


COMMISSION ON PEACE OFFICER STANDARDS AND 
TRAINING. Operational plan, training needs assess- 
ment, [Sacramento] 1976. v, 91, All, B4, C21, 
p. ill. 


- 18072 - 
DEPT. OF CORRECTIONS, Annual research review. 


1975/76. Robert M. Dickover, editor. Sacramento. 
72 p. 


- 18073 - 
DEPT. OF CORRECTIONS. Research Division. Admin- 
istrative Statistics Section. California prisoners; 
summary Statistics of felon prisoners and parolees. 
1973. [By Marie Vida Ryan and William C. Pannell] 
Sacramento. vii, 132p._ ill. 
Title varies slightly. 


52-62654 
- 18074 - 


DEPT. OF FINANCE. Program Evaluation Unit. Vo- 
cational education in the California Department of 
Corrections ... staff reference report. |Sacramen- 
to} 1976. ix, 23p. ill. (Its Report no, H637S1) 


- 18075 - 


Cumulative marine sport- 
catch by the California partyboat fleet. 1976. {Sac- 
ramento. 3]p. annual, 


DEPT, OF FISH AND GAME. Marine resources leaflet. 


| Sacramento | 
- 18076 - 


1. The Pismo clam, by John E. Fitch. 
ill. 


1977. 22p. 


18077 - 


DEPT. OF INSURANCE. Insurance organizations 
authorized by the insurance commissioner to transact 
business of insurance in the State of California. 

1976. San Francisco, 62p. annual, 
Includes changes effective January 1, 1977. 
51-16498 


- 18078 - 


DEPT. OF THE CALIFORNIA HIGHWAY PATROL. An- 
nual school bus accident report. 1975/76. [Sacra- 
mento] iv, 29p. ill. 74-642729 


- 18079 - 

DEPT. OF THE YOUTH AUTHORITY. Compensatory 
education; program description and evaluation, Ele- 
mentary and secondary education act, Title 1. 
1974/75, [Sacramento] iii, 78 p. 74-641333 


- 18080 - 


DEPT. OF THE YOUTH AUTHORITY. Division of Re- 
search and Development, Information Systems Section. 


1976, |Sacramen- 


67-65202 


Population movement summary. 
to. 10|1. 


- 18081 - 
DIVISION OF FORESTRY. California State forests, 
1976, [Sacramento] 1p. ill. annual, 
Issued by the division under a variant name: Dept. 
of Forestry. 65-6045 


DIVISION OF MINES AND GEOLOGY. Map sheet. 
|Sacramento] 


18082 - 


29. Geology of National City, Imperial Beach, and 
Otay Mesa quadrangles, southern San Diego metro- 
politan area, California, by Michael P. Kennedy 
and Siang S. Tan. 1977. col. map on sheet 
125 x 125 cm. 

Issued in envelope. 


- 18083 - 


35. Kaweah Peaks pluton and its relationship to the 
age of the Kern Canyon fault, Tulare County, Cali- 
fornia, by John L. Burnett, [1976] 7p. ill. 

Issued in envelope with geologic map. 


DIVISION OF MINES AND GEOLOGY. Special report. 
[Sacramento] 


- 18084 - 


129, Short contributions to California geology. 1977. 
106 p. ill. 77-623576 


CALIFORNIA 


- 18085 - 

EMPLOYMENT DATA AND RESEARCH DIVISION, 
California employer contributions to the unemploy- 
ment fund. 1976. [Sacramento] ii, 114p. 

73-643475 


- 18086 - 


FEDERAL-STATE MARKET NEWS SERVICE. Live- 
stock and meat prices and receipts at certain Cali- 
fornia and western area markets, 1976. [By Seth 
Hoyt and others, Sacramento] 69p._ ill. 


- 18087 - 
FEDERAL-STATE MARKET NEWS SERVICE. Market- 


ing California honey and beeswax; marketing season, 
1976. [Sacramento] 16p. ill. 


- 18088 - 


FEDERAL-STATE MARKET NEWS SERVICE. Market- 
ing California potatoes, featuring the Kern district; 
season. 1976, [Sacramento] 24p. ill. 

Title varies: Marketing California potatoes from the 
Kern district and Stockton Delta district; season. 


- 18089 - 
FRANCHISE TAX BOARD. Annual report. 
[Sacramento] 126 p. ill. 
Includes Statistics of income compiled from 1974 
returns of individuals and corporations, 


1975. 


51-62397 


- 18090 - 


HEALTH MANPOWER POLICY COMMISSION, Annual 
report, Ist, 3d; Sept. 30, 1974, Dec, 15, 1976, 
[Sacramento] 2v, 


- 18091 - 
JUDICIAL COUNCIL. Report, 
mento] x, 328p. annual, 
Cover title: Annual report to the Governor and the 
Legislature. 
Includes Report of the Administrative office of the 
California Court. 67-65214 


Jan, 1, 1977, [Sacra- 


18092 - 

LAWS, STATUTES, ETC. Alcoholic beverage control 
act ... and related statutes, Jan, 1, 1977. ([Sacra- 
mento] 264p, 

At head of title: Dept. of Alcoholic Beverage Con- 
trol. 71-635389 


- 18093 - 


LAWS, STATUTES, ETC. 
trol laws. 
xx, 101 p. 


California air pollution con- 
Sacramento, Air Resources Board, 1977. 
77-623613 


- 18094 - 


LAWS, STATUTES, ETC. California laws relating to 
youthful offenders including the Youth authority act, 
the Juvenile court law, legislative changes, 1976, 
Compiled by Richard Lew. [Prepared by Dept. of the 
Youth Authority] Sacramento, Documents Section, 
256 p. 


$1.75 plus tax. 21-1796 


CALIFORNIA 


- 18095 - 
LAWS, STATUTES, ETC. Vehicle code. 
Sacramento, Dept. of Motor Vehicles. 
$1.00. 


1976, 
821 p. 
18-2104 


- 18096 - 

LAWS, STATUTES, ETC. Welfare and institutions code 
and Federal social security laws relating to social 
welfare. 1976 suppl. Compiled by Bion M. Gregory. 
Sacramento, Dept. of General Services, Documents 
and Publications Section. 209 p. 38-28282 


- 18097 - 

LEGISLATURE. Summary digest of statutes enacted and 
resolutions, including proposed constitutional amend- 
ments, adopted. 1976 regular session. Compiled by 
Bion M. Gregory. [Sacramento] vi, 1514p. 

Includes 1969-1976 statutory record. 42-7862 


18098 - 


LEGISLATURE. Assembly. Committee on Criminal 
Justice. Cocaine and other controlled substances; 
hearing ... Los Angeles, California, November 5, 
1976, [Sacramento, 19767] 191 p. 

On cover: 623. 
$5.00; available from Assembly Publications Office, 
Box 90, State Capitol, Sacramento, California 95814, 
77-623 542 


- 18099 - 

LEGISLATURE. Assembly. Committee on Criminal 
Justice. Special hearing, January 24, 1977... 
subject: constitutional issues relative to the death 
penalty. (Sacramento, 1977] 61 p. 

On cover: No. 586. 

$2.70; available from the Assembly Publications 
Office, Box 90, State Capitol, Sacramento, Calif. 
95814. 77-623535 


- 18100 - 


LEGISLATURE. Assembly. Committee on Human Re- 
sources. Hearing on administration of homemaker/ 
chore services program ... November 9, 1976... 
Sacramento, California. [Sacramento, 1976?) 

iii, 363 p. 

On cover: No. 578. 

$8.20; available from the Assembly Publications 
Office, Box 90, State Capitol, Sacramento, Calif. 
95814. 77-623324 


- 18101 - 


OFFICE OF STATE CONTROLLER. Division of Account- 
ing. Estimated shared revenue to be apportioned by 
the State controller. 1977/78. Sacramento. 

3, 12 p. annual, 
Report year ends June 30. 


- 18102 - 


OFFICE OF STATE CONTROLLER. Division of Account- 
ing. Highway users tax account; estimated apportion- 
ments payable to counties, 1977/78. [Sacramento] 

2 p. 


- 18103 - 


OFFICE OF STATE CONTROLLER, Division of Account- 
ing. Highway users tax account; revised estimated ap- 
portionments payable to counties, 1976/77. [Sacra- 
mento] 2p. 


- 18104 - 


OFFICE OF STATE CONTROLLER. Division of Account- 
ing. Supplemental estimate of highway users tax ap- 
portionment under Section 2106, Streets and highways 
code, based on existing agreements under Section 
2106.5. 1976/77-1977/78. [Sacramento] 2 v. 


- 18105 - 
[PRINTING DIVISION] Documents Section. 
ifornia telephone directory. Apr. 1977. 
to} Al6, 172, B12, 85p. ill. 
Title from spine. 


State of Cal- 
|Sacramen- 


- 18106 - 


SECRETARY OF STATE. 
tration directory. 1977-78. 
ill. 

$3.00. 


Lobbyist and employer regis- 
[Sacramento] 


158 p. 


STATE BOARD OF EQUALIZATION. Pamphlet. 
ramento, 


Sac- 


- 18107 - 
18. Parent teacher associations fund raising sales 
tax guide. [Rev.] 1977. 22p. 


- 18108 - 

STATE BOARD OF EQUALIZATION. Assessment Stand- 
ards Division. Assessment practices survey, Madera 
County, 1976-77 [a supplemental survey conducted under 
the direction of Section 15642 of the Government code, 
by Donald S, Brower and others. Sacramento, 1976| 
iv, 36p. ill. 76-622984 


- 18109 - 

STATE DEPT. OF ALCOHOLIC BEVERAGE CONTROL. 
Questions and answers concerning the Alcoholic bev- 
erage control act and related constitutional provisions; 
a handbook of ready answers for those concerned with 
the provisions of the law. 1977 ed. Sacramento. 

27 p. 


- 18110 - 
STATE DEPT. OF EDUCATION. California master plan 
for special education, annual evaluation report. 2d; 
1975/76. [Sacramento] v, 65 p. 76-649764 


- 18111 - 
STATE DEPT. OF EDUCATION. Miller-Unruh basic 
reading program, annual evaluation report; a report 
to the California Legislature. 1974/75. Sacramento. 
iv, 22p. 72-627019 


- 18112 - 

STATE DEPT. OF EDUCATION. Probationary employ- 
ees dismissed and reasons for dismissals reported by 
California school districts, 1973-74 through 1975-76; 
a report to the California Legislature as required by 
Education code section 13443.5. Sacramento, 1976. 
51. 


- 18113 - 

STATE WATER RESOURCES CONTROL BOARD. In- 
terim water quality control plan for 1977, Sacramento- 
San Joaquin Delta and Suisun Marsh, (eee) 
1977. i, 53, A2Op. ill. 77-623565 


- 18114 - 
STATE WATER RESOURCES CONTROL BOARD. Policy 
and action plan for water reclamation in California. 
[Sacramento] 1977. iv, 121p. ill. 77-623572 


- 18115 - 
TRAFFIC SAFETY EDUCATION TASK FORCE. 
[Sacramento, State Dept. of Education, 1977] 
xvii, 312 p. 77-623573 


Report. 


UNIVERSITY OF CALIFORNIA, Publications in ento- 
mology. Berkeley, University of California Press. 


- 18116 - 


v. 81. A revision of North American bees of the sub- 
genus Cnemidandrena (Hymenoptera: Andrenidae) 
by Barry J. Donovan. 1977. vi, 107p. ill. 

76-24477 


- 18117 - 
v. 82. Patterns of variation in wasps of the genus 
Therion (Hymenoptera: Ichneumonidae) by C. N. 
Slobodchikoff. 1977. 65p. ill. 76-24476 


- 18118 - 

UNIVERSITY OF CALIFORNIA, Berkeley. Giannini 
Foundation of Agricultural Economics. Calculating 
frontier multi-product, multi-factor production and 
cost relationships, a computerized algorithm, by 
Daryl Carlson. |Berkeley| 1976. 59p._ ill. 


- 18119 - 
UNIVERSITY OF CALIFORNIA, Berkeley. Institute of 
Governmental Studies. Three Europeans look at 
America: welfare policy, social trends & foreign af- 
fairs [by] Wilhelm Noélling, Jean Gottmann [and] Oliver 
Franks. Berkeley, 1977. viii, 54 p. 
$3.00. 


77-22691 


UNIVERSITY OF CALIFORNIA, Los Angeles, Water 
Resources Center. Desalination report. [Los Ange- 


les 


18120 - 

63. University of California saline water conversion 
research progress report; Sea Water Conversion 
Laboratory, University of California, Berkeley, 
and School of Engineering and Applied Science, Uni- 
versity of California, Los Angeles. 1975/76. 

iii, 75 p. ill, annual. 
Title varies slightly. 


Report year ends June 30. 76-642177 


- 18121 - 
UNIVERSITY OF CALIFORNIA, Los Angeles. William 
Andrews Clark Memorial Library. Anglo-Dutch cross 


currents in the seventeenth and eighteenth centuries; 
papers read at a Clark Library Seminar, May 10, 
1975, by Paul R. Sellin [and] Stephen B. Baxter. Los 
ill. 77-623614 


Angeles, 1976. v, 68p. 
COLORADO 


COLORADO SCHOOL OF MINES, Golden. 
[Golden] 


Quarterly, 


- 18122 - 
v. 72, no. 2. Effects of State taxation on mining 
industry in Rocky Mountain States [by] Glenn J. S. 
Laing. 1977. xi, 126 p._ ill. 
$7. 50. 


COLORADO STATE UNIVERSITY, Fort Collins. Coop- 
erative Extension Service. Pamphlet. [Fort Collins] 


- 18123 - 
163. Freeze chile peppers, the easy way, the right 
way. (n.d. 2]p. ill. 


- 18124 - 


COLORADO STATE UNIVERSITY, Fort Collins. Engi- 
neering Research Center. Annual technical report, 
Water Management Research Project. 1975/76. 
Fort Collins. iii, 802 p. ill. 

Report year ends Oct. 31. 

Cover title: Water management research in arid 
and sub-humid lands of less developed countries, 
annual technical report. 


77-5141 


COLORADO STATE UNIVERSITY, Fort Collins, Environ- 
mental Resources Center. Completion report series. 


Fort Collins. 


- 18125 - 

77. Evaporation of wastewater from mountain cabins, 
completion report, OWRT project no. A-020-COLO, 
by John C. Ward. Submitted to Office of Water 
Research and Technology, U.S. Dept. of Interior. 
1977. xi, 123 p. ill. 


COLORADO STATE UNIVERSITY, Fort Collins, Environ- 
mental Resources Center. Technical report series, 
Fort Collins. 


- 18126 - 

8. Models designed to efficiently allocate irrigation 
water use based on crop response to soil moisture 
stress [by] Raymond L, Anderson, Dan Yaron [and] 
Robert Young. 1977. 80p. ill. 


COLORADO STATE UNIVERSITY, Fort Collins. Li- 
braries. Publication, Fort Collins, 


- 18127 - 


20. A bibliography of Colorado State University im- 
prints in the Colorado State University Libraries, 
compiled by Andrew Kolesar. 1977. iii, 113 p. 

77-623525 


COLORADO q 


- 18128 - 
DEPT. OF EDUCATION. Cooperative Accountability 
Project. Telling the testing story through the mass 
media, by Ned S. Hubbell and Ernest L. Stech. Den- 
ver [1976] 23p. ill. 
Single copies free. 


- 18129 - 


DEPT. OF REVENUE. Colorado corporate tax study, 
who pays and how much? Denver, 1977. 31. 


- 18130 - 


DIVISION OF EMPLOYMENT AND TRAINING. Occupa- 
tional employment in selected non-manufacturing in- 
dustries of Colorado, 1975; report of the Colorado oc- 
cupational employment statistics survey [by Cheryl E. 
Carr, Nancy Garcia, and Viola Hendrickson] Denver, 
1977, xii, 194p. ill. 77-623548 


- 18131 - 


DIVISION OF EMPLOYMENT AND TRAINING. Occupa- 
tional employment of selected State and local govern- 
ment agencies in Colorado as of September, 1975; re- 
port of the Colorado occupational employment statis- 
tics survey. Denver, 1977. xii, 96p. ill. 

Cover title: Occupational employment in selected 
industries of Colorado, 1975. 77-623610 


- 18132 - 


DIVISION OF PROPERTY TAXATION. Annual report 
.+» to the Governor and the Legislature. 6th; 1976, 
[Denver] 208 p. 72-627017 


DIVISION OF WILDLIFE. Division report. [Denver] 


- 18133 - 


8. Index to fishery publications of the Colorado Divi- 
sion of Wildlife, 1941-1975 [by] Oliver B. Cope. 
1977. ii, 100 p. 

$1.50. 


77-623523 


DIVISION OF WILDLIFE. Special report. [Denver] 


~ 18134 - 


40-41. Nitrifying bacterial substrates for hatchery 
water re-use [by] Larry E. Harris. Nitrification 
requirements of water re-use systems for rainbow 
trout [by] O. LeRoy Fyock. 1977. x, 29, iv, 31 p. 
ill 


"$1.00. 


77-623577 


- 18135 - 
GAME RESEARCH DIVISION. Colorado game research 
review, 1975-76, Edited by Oliver B. Cope. [Den- 
x, 73p. ill. 


- 18136 - 
OIL AND GAS CONSERVATION COMMISSION. Oil and 
gas statistics. 1976. [Denver] 168p. annual. 
75-647309 


- 18137 - 
UNIVERSITY OF COLORADO, Boulder. 
investigations at Chimney Rock Mesa: 1970-1972, by 
Frank W. Eddy [and others] Boulder, 1977. 


Archaeological 


viii, 91 p. ill. 
Memoirs, no, 1) 
Issued by the Colorado Archaeological Society in 
cooperation with the University of Colorado and the 
U. S. Forest Service. 77-623 541 


(Colorado Archaeological Society. 


- 18138 - 

UNIVERSITY OF COLORADO, Boulder. Libraries. 
Western Historical Collections. A guide to manu- 
script collections, compiled by Ellen Arguimbau. 
Edited by John A. Brennan. [Boulder] 1977. 

xii, 112 p. 
Issued by the libraries under a variant name: 
Norlin Library. 77-623612 


- 18139 - 
UNIVERSITY OF COLORADO, Boulder. Libraries. 
Western Historical Collections. Guide to the Thomas 
M. Patterson family papers, compiled by Ellen 
Arguimbau. Edited by John A. Brennan. Boulder. 
1977. v, 29p. 77-623 543 


CONNECTICUT 


- 18140 - 
Connecticut CJIS requirements: current system and de- 
sired changes, prepared by the MITRE Corporation 
and the criminal justice task groups. [Hartford| 


1975. ix, 132p. ill. 

On t, p.: MTR-3031. 77-623640 
- 18141 - 

AMERICAN REVOLUTION BICENTENNIAL COMMISSION. 
Connecticut's twentieth century pilgrims, as inter- 
viewed and photographed by Susanne D. King. [Hart- 
ford, c1977] 198p. ill. 7717-73319 


- 18142 - 
AMERICAN REVOLUTION BICENTENNIAL COMMISSION. 
The underground railroad in Connecticut. [Hartford, 

n. d.] unpaged. 


- 18143 - 
ARCHITECTURAL REGISTRATION BOARD. Roster of 


registered architects. Nov. 1, 1976. Hamden. 
60 p. 


- 18144 - 

BOARD OF HIGHER EDUCATION. Provisions for the 
coordination of program planning ... adopted Novem- 
ber 5, 1975. [Hartford, 1977] 25p. ill. 

On t. p.: 76-G-68-022 R77. 


- 18145 - 


COMMISSION FOR HIGHER EDUCATION. A chronicle, 


the Connecticut Commission for Higher Education, 
1965-1977. [Hartford] 1977. 14p. ill. 


- 18146 - 


COMMISSION FOR HIGHER EDUCATION. Higher edu- 
cation annual enrollment survey. 11th; 1976. Hart- 
ford, iv, 23p. ill. 70-649624 


- 18147 - 


COMMISSION ON HOSPITALS AND HEALTH CARE. An- 
nual report to the Governor and General Assembly. 
2d-3d; 1974/75-1975/76. Hartford. 2v. ill. 

Report year ends Sept. 30. 75-645551 


- 18148 - 


COMMISSION ON HOSPITALS AND HEALTH CARE. 
Recommendations to the Commission on Hospitals and 
Health Care from the Task Force on Primary Care. 
Hartford, 1976. 61. 


- 18149 - 


COMMISSION ON SPECIAL REVENUE. Administrative 
regulations, operation of greyhound racing. |[Hart- 
ford, n. d.| iv, 146 p. 


- 18150 - 


COMMISSION ON SPECIAL REVENUE. Administrative 
regulations, operation of jaialai. |Hartford, n. d.| 
82 p. 


- 18151 - 


COMPTROLLER. Telephone directory. 
n. d.| various pagings. 


[Hartford, 


- 18152 - 
COMPTROLLER. Telephone directory, State of 
Connecticut, Bridgeport centrex area. July 15, 1977. 
[Hartford] unpaged. 


- 18153 - 

DEPT, OF AGRICULTURE, Official poultry directory, 
pullorum-typhoid clean and passed flocks and hatch- 
eries co-operating in the national poultry and turkey 
improvement plans. Jan. 1977. Hartford. un- 
paged. annual, 


- 18154 - 


DEPT. OF COMMERCE. Establishing a business in 
Connecticut. Hartford[n. d.|] 18p. 


- 18155 - 


DEPT. OF COMMUNITY AFFAIRS. Cromwell capital 
expenditures program, 1977 - 1983, prepared by 
Cromwell Capital Expenditures Commission assisted 
by Dept. of Community Affairs. [Hartford] 1977. 
18p._ ill. 


DCA 77-22, 


- 18156 - 


DEPT. OF COMMUNITY AFFAIRS. Office of Local 
Government. Feasibility study, tennis court expan- 
sion, Easton, Connecticut, prepared by Robert J. 
Sokolowski. ‘Hartford]1977. 111. ill. 

DCA 77-30. 


- 18157 - 


DEPT. OF COMMUNITY AFFAIRS. Office of Local 
Government. Improvements to Indiantown Park - 
town of Ledyard, prepared by James P. Cavanaugh, Jr. 
fand] Robert Sokolowski. ‘Prepared in cooperation 
with the Ledyard recreation director. Hartford] 
1977. 9,221 iL 
DCA-77-24. 


- 18158 - 

DEPT. OF COMMUNITY AFFAIRS. Office of Local 
Government. Improvements to Posypanko Park - town 
of Oxford, prepared by James P. Cavanaugh, Jr., 
Sharon D. Mounds [and] Robert Sokolowski. [Pre- 
pared in cooperation with the Oxford Recreation Com - 
mission. Hartford]1977. 101. ill. 

DCA-77-29. 


- 18159 - 

DEPT. OF COMMUNITY AFFAIRS. Office of Local 
Government. Relocation of Oxford town library, 
Oxford Connecticut [by James Cavanaugh, Jr. and 
Robert Sokolowski. Prepared in cooperation with 
the Oxford Library Board and the Oxford first select- 
man. Hartford] 1977. 281. ill. 

DCA-77-26. 


DEPT. OF CORRECTION. New foundations, occasional 
papers on correctional topics. [Hartford] 


- 18160 - 
2. Purposes of criminal sentencing. 


[1977] 18p. 


- 18161 - 


DEPT, OF ENVIRONMENTAL PROTECTION. Econom- 
ic law enforcement; final report, by the Connecticut 
Enforcement Project. Vol. 1, Overview. Submitted 
.-. to the U. S. Environmental Protection Agency, 
RegionI, Hartford, 1975. ix, 80p. ill. 

On t. p.: EPA-901/9-76-003a. 
Complete in 6 v. 
Limited supply. 77-623635 


- 18162 - 


DEPT. OF ENVIRONMENTAL PROTECTION, Econom- 
ic law enforcement; final report, by Connecticut En- 
forcement Project. Vol. 2. Strengthening environmen- 
tal law enforcement: air pollution, Submitted... to 
the U. S, Environmental Protection Agency, Region I. 
Hartford, 1975. various pagings. ill. 

On t. p.: EPA-901/9-76-003b, 
Complete in 6 v. 
Limited supply. 77-623636 


- 18163 - 


DEPT. OF ENVIRONMENTAL PROTECTION. Regula- 
tions of Connecticut State agencies, abatement of air 
pollution. [Hartford] 1977. unpaged. 


18164 - 


DEPT. OF ENVIRONMENTAL PROTECTION. Coastal 
Area Management Program. Coastal area project, 
League of Women Voters Education Fund; final re- 
port and evaluation, prepared by the League of Women 
Voters Education Fund, [Hartford] 1976. iii, 57 p. 
ill. 


CONNECTICUT 
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- 18165 - 

|[DEPT. OF ENVIRONMENTAL PROTECTION] Coastal 
Area Management Program. 
Area Management Program. 
folder. ill. 


[Hartford, n. d. | 


- 18166 - 


DEPT. OF ENVIRONMENTAL PROTECTION. Coastal 
Area Management Program. Developer's handbook, 
written and ill. by Allen Carroll. [Hartford, n. d.| 
60 p. ill. 


DEPT. OF ENVIRONMENTAL PROTECTION. Coastal 
Area Management Program. 
ford. 


- 18167 - 
8. Residential associations in the coastal area, pre- 
pared by Linda B. Krause. 1976. 
v, 26, A32, B8, C9p. ill. 
Cover title: Coastal districts and associations. 
- 18168 - 

9. Major public and private interests in the coastal 
area: an overview of the present management sys- 
tem, prepared by Linda B. Krause. 1976. 

iii, 36, A67, B11, C3p. 
Cover title: Roles and interests on the coast. 
- 18169 - 
10. Redevelopment and reuse and Connecticut's 


coast, prepared by Dorothy A. Moore. 1976, 
v, 58p. ill. 


al perspective. 


- 18170 - 


to an effective coastal area management program, 
prepared by R. O. Brooks [and others] 1976. 
54 p. 

Cover title: Local options for coastal manage- 
ment: a summary. 


- 18171 - 

12, Local land use regulatory program alternatives 
providing localities with simplified procedures for 
regulating development, prepared by Richard O. 
Brooks and George Kral. [19767] v, 21 p. 

Cover title: Local options for coastal manage- 
ment: permit simplification. 


- 18172 - 

13. Local land use regulatory program alternatives: 
providing a mechanism for technical assistance, 
prepared by George Kral and Richard O. Brooks. 
[n. d.] 201. 

Cover title: Local options for coastal manage- 
ment; technical assistance, 


- 18173 - 


tem of Connecticut's local land use controls for 
coastal zone management for environmental pur- 
poses, prepared by Richard O. Brooks. [n. d.] 
50 p. 

Cover title: Local options for coastal manage- 
ment: existing controls, 


Connecticut's Coastal 


Planning report. Hart- 


Cover title: Re-use and redevelopment: a coast- 


11. Cities and towns of Connecticut: their contribution 


14, A description and assessment of the existing sys- 


- 18174 - 
15. Applicability of other State approaches to estab- 
lishing local participation in coastal area manage- 
ment, prepared by Richard O. Brooks. 1976, 
44 p. 
Cover title: Local options for coastal manage- 
ment: other States' approaches. 


- 18175 - 
20. Discussion papers: options and recommendations 
for a Connecticut coastal management program. 
Pt. 1. 1977. various pagings. ill. 


- 18176 - 


|[DEPT. OF ENVIRONMENTAL PROTECTION] Coastal 
Area Management Program. Proceedings of the 
Federal Agencies Workshop, Connecticut Coastal Area 
Management Program, September 15, 1976 ... Mystic, 
Connecticut. Hartford [1976] 52 p. 77-623582 


- 18177 - 


DEPT. OF ENVIRONMENTAL PROTECTION. Informa- 
tion and Education Unit. Connecticut better boating, 
instructor edition; a guide to safety afloat |by Outdoor 
Empire Publishing, Inc. Rev. Hartford, 1976] 
80p. ill. 


- 18178 - 


DEPT. OF ENVIRONMENTAL PROTECTION. Parks 
and Recreation Unit. Putnam Memorial State Park, 
a self-guided walk. Hartford|n. d. 8]1. ill. 


- 18179 - 
DEPT. OF ENVIRONMENTAL PROTECTION. Planning 


and Coordination [Unit] Connecticut's marine heritage 
landscape [by Brian Emerick. Hartford] 1977. 66 p. 


ill. 


- 18180 - 


DEPT. OF SOCIAL SERVICES. Connecticut comprehen- 
sive Title XX social services program plan; proposed 
plan for July 1, 1977 - June 30, 1978. [Hartford] 


1977. iv, 162p. ill. 
18181 - 
DEPT. OF SOCIAL SERVICES. Telephone directory, 
June 1977, [Hartford] 1lp. ill. 
- 18182 - 


DEPT. OF TRANSPORTATION. Administrative action 
draft, environmental/section 4(f) statement, Interstate 
Route 291 in the communities of Farmington, New 
Britain, Newington, Rocky Hill, and Wethersfield, 
Connecticut [by] Federal Highway Administration 
Connecticut Dept. of Transportation [with assistance 
of CE Maguire, Inc. and its subcontractors. Wethers- 
field] 1977. various pagings. ill. (Report: FHWA- 

CONN -EIS-77-040D) 

Cover title: Draft environmental/section 4(f) state- 
ment... 


- 18183 - 

DEPT. OF TRANSPORTATION. Administrative action, 
final negative environmental declaration and section 
4(f) statement for the improvement of Route 82 be- 
tween Route 52 and Washington Street in Norwich, 
Connecticut, prepared by Federal Highway Adminis- 
tration and Dept. of Transportation. [Wethersfield] 
1976. iii, 108, A201. ill. 


- 18184 - 

DEPT. OF TRANSPORTATION, Connecticut master 
transportation plan. 1975, Prepared in cooperation 
with Federal Highway Administration. Wethersfield. 
various pagings. ill, 70-635300 


- 18185 - 


DEPT. OF TRANSPORTATION. Connecticut Turnpike 
[Wethersfield, 1976? | 


financial report, 1976. 3 1.+ 


- 18186 - 


DEPT. OF TRANSPORTATION. New Haven Line rail 
commuter modernization program, project CT-03- 
0013, phase 3 application for capital improvement 
grant under the terms of Urban mass transportation 
act of 1964, as amended,to complete rail commuter 
modernization program on New Haven Line of Penn 
Central Transportation Company. [Wethersfield, 
1975] xviii, 63, 33 1.+ ill, 

Cover title: Final application, capital improvement 
grant, CT-03-0013. 77-623 567 


- 18187 - 
DEPT. OF TRANSPORTATION. Public hearing tran- 
script, Deercliff Road - Avon, project no. 04-94, 
January 26, 1977, |Wethersfield, 1977] 131. ill. 


- 18188 - 


DEPT. OF TRANSPORTATION, Public hearing tran- 
script, proposed plan for the realignment of Winthrop 
Street, Torrington, Connecticut ... public hearing 
held ... March 29, 1977. |Wethersfield, 1977] 171. 
ill. 


18189 - 
DEPT. OF TRANSPORTATION, Public hearing tran- 
script, Routes 10, 202, 20 & SR 567, Granby, Febru- 
ary 24, 1977. |Wethersfield, 1977] 131.+ ill. 


- 18190 - 


DEPT. OF TRANSPORTATION. Waterbury "topics 
type" urban systems public hearing transcripts; public 
hearing held ... December 8, 1976 ... Waterbury, 
Connecticut ... proposed plan for the construction of 
East and West Main Street signals, conducted by the 
city of Waterbury and CE MaGuire, Inc. with the as- 
sistance of Dept. of Transportation. |Wethersfield, 
1976?|] 23, 31.+ ill, 


CONNECTICUT 


- 18191 - 


DEPT. OF TRANSPORTATION, Bureau of Planning and 
Research, Administrative action draft, environmen- 
tal/section 4(f) statement: Interstate 91 - from Inter- 
state 84 in Hartford to the Massachusetts State line in 
Enfield, Connecticut; Interstate 291 - from Interstate 
91 in Windsor to Interstate 86 in Manchester, Connec- 
ticut, by Dept. of Transportation, Bureau of Planning 
and Research and Federal Highway Administration. 
[Hartford, n. d.|] xvi, 232, All, B17, C29p._ ill. 

On t. r.: FHWA-CONN-EIS-76-03-D, region 1, 

Cover title: Draft environmental/section 4(f) state- 
ment: Interstate 91, Hartford to Enfield, Interstate 
291, Windsor to Manchester, Connecticut. 


- 18192 - 


DEPT. ON AGING. Affirmative action plan. 
1977. various pagings. ill. 
On cover: A.A.P. no, 4. 


| Hartford| 
77-623 540 


- 18193 - 


Proposed Connecticut State plan on 
[Hartford] vii, 136p. ill. 


DEPT, ON AGING, 
aging. 1977/78, 
annual, 

Report year ends Sept. 30. 


- 18194 - 


DIVISION OF VOCATIONAL EDUCATION. Research and 
Planning Unit. Factors which predict success or 
failure in an associate degree nursing program; final 
report [by] Ann Bello, Judith Haber [and] Virginia 
King. Hartford, 1977. 1041. 


- 18195 - 

EMPLOYMENT SECURITY DIVISION. An employer's 
guide to the Connecticut Job Service. [Hartford, 
n.d.| 8p. 

On cover: Job Service programs. 


~ 18196 - 

EMPLOYMENT SECURITY DIVISION. Dept. of Research 
and Information. Connecticut occupational staffing 
patterns: Federal, State, and local governments ... 
prepared by Salvatore A. DiPillo. Prepared in coop- 
eration with the U. S. Bureau of Labor Statistics and 
Employment and Training Administration. [Hartford] 
1977. 24p. ill. 

Issued by the dept. under a variant name: Office of 
Research and Information 77-623 596 


- 18197 - 

GENERAL ASSEMBLY. Roll, committees, rules of the 
General Assembly of Connecticut. 1977-78. Com- 
i by Office of Legislative Management. ‘Hartford] 

p. 

Cover title: Pocket manual; roll, committees and 

rules of the General Assembly, State of Connecticut. 
10-9543 


- 18198 - 
HEALTH STATISTICS DIVISION, 
data. (|Hartford, 1976] 


Connecticut health 
unpaged, 


CONNECTICUT 


- 18199 - 


Connecticut automobile insurance 
|Hartford, 1976] 16, Bp. 


INSURANCE DEPT. 


guide. 


- 18200 - 


Annual manpower report, 
various pagings. ill. 


LABOR DEPT. 
| Hartford] 


1976, 


- 18201 - 


LAWS, STATUTES, ETC. The Public health code of the 
State of Connecticut and other departmental regulations. 
Hartford, State Dept. of Health, 1977. 319 p. 

77-623661 


- 18202 - 


OFFICE OF THE STATE ENTOMOLOGIST. Connecticut 
nursery firms certified. Aug. 1, 1977. New Haven. 
29 p. (Its Special bulletin) 

Issued in cooperation with Agricultural Experiment 
Station. 

Includes: Connecticut dealers certified to December 
31, 1977; Greenhouse, blueberry, strawberry and 
bedding plant growers, 


- 18203 - 
OFFICE OF VETERANS AFFAIRS [FOR EDUCATION] 
Annual report, 1976/77. [Hartford] 85p. ill. 
On cover: 76-G-68-022 R77. 


- 18204 - 
PERMANENT COMMISSION ON THE STATUS OF WOMEN. 
Annual report. 4th; 1976, [Hartford] 511, ill. 
75-644227 
- 18205 - 


PERMANENT COMMISSION ON THE STATUS OF WOMEN. 
Pregnancy and your job rights 'by Fredrica Gray and 
Susan Bucknell] Hartford 'n.d.] 8 p. 

Issued also in Spanish. 


- 18206 - 

PUBLIC UTILITIES CONTROL AUTHORITY. Connecti- 
cut peak load pricing test; final report [by Joseph 
Belanger and others] Conducted [in cooperation with] 
Dept. of Planning and Energy Policy, Office of Con- 
sumer Council and Northeast Utilities. Hartford, 
1977. x, $10, 223 p. ill. 

Authority created by Public acts of 1975, no. 
75-486, effective Aug. 1, 1975. 77-623580 


18207 - 

PUBLIC UTILITIES CONTROL AUTHORITY REORGANI- 
ZATION TASK FORCE. Report and recommendations 
to the Governor and the General Assembly. |[Hart- 
ford| 1977. vi, viii, 71 p. 

Task force created by Section 20 of Public act 
75-486, 77-623581 


- 18208 - 


Election moderator's hand- 
29 p. 


SECRETARY OF STATE, 
book, Hartford} 1977. 


- 18209 - 
STATE ALCOHOL ADVISORY COUNCIL. Getting jobs 


for alcoholics, Hartford|n. d. 3] p. 
Issued by the council under a variant name: Siate 
Alcohol Council. 


- 18210 - 

STATE BOARD OF PLUMBING AND PIPING EXAMIN- 
ERS. Rules and regulations ... governing statute, 
Chapter 393, sec. 20-330 to 20-341. Hartford [n. a.) 
a, 17p. 


- 18211 - 

STATE DEPT. OF EDUCATION. GTB: an aid in under- 
standing Connecticut's guaranteed tax base grant/ 
school finance equalization program. |Hartford, 
19767] 23p. ill. 


- 18212 - 


STATE DEPT. OF HEALTH. Affirmative action plan. 
Rev. Hartford, 1977. 303p. ill. 


- 18213 - 

STATE DEPT. OF MENTAL HEALTH. Statistics Section. 
Connecticut State Department of Mental Health facili- 
ties; inpatient statistics for year ending June 30, 1976. 
Hartford [19767] various pagings. ill. 


- 18214 - 

STATE DEPT. OF MENTAL HEALTH. Statistics Section, 
Connecticut's private mental hospitals; inpatient sta- 
tistics for year ending June 30, 1976. Hartford [1976 | 
unpaged. 


- 18215 - 

STATE DEPT. OF MENTAL HEALTH. | Statistics Section. 
Outpatient psychiatric clinics in Connecticut: supple- 
mental statistical tables for year ending June 30, 1976. 
Hartford {1976?] various pagings. 


- 18216 - 
STATE LIBRARY, Hartford. Division of Library Devel- 
ment. Compilation of public library statistics 
, 1974, 1975. Hartford, 1977. 6, 6, 61. 


- 18217 - 


TASK FORCE ON OPEN HEART SURGERY. Report... 
an analysis: the cardiovascular problem, incidence, 
modes of treatment, and plan for optimal care and 
action. Hartford, Commission on Hospital and 
Health Care, Planning Division, 1975. 117 p._ ill. 

Task force formed by chairman of the State Advi- 
sory Council for Comprehensive Health Planning, 


Dec. 11, 1973. 77-623 584 
- 18218 - 
UNIVERSITY OF CONNECTICUT, Storrs. Almanac. 
1977/78, [Storrs] 89p. ill. 
- 18219 - 


UNIVERSITY OF CONNECTICUT, Storrs, Center for 
Real Estate and Urban Economic Studies. Annual re- 
port. 12th; 1976/77. Storrs. Ii, 61. 

Report year ends June 30, 


- 18220 - 

UNIVERSITY OF CONNECTICUT, Storrs. Cooperative 
Extension Service. Producing poinsettias commer- 
cially [by Jay S. Koths and others] Storrs [n. d. | 
21p. ill. 

On cover: 77-12, 


UNIVERSITY OF CONNECTICUT, Storrs. 
liography series, Storrs. 


Library. Bib- 


- 18221 - 


4. Joel Oppenheimer, a checklist of his writings, by 
George F, Butterick. 1975. 12p. 77-623321 


- 18222 - 


7. Fielding Dawson, a checklist of his writings, by 
George F. Butterick. 1976. 14p. 77-623322 


DELAWARE 


GEOLOGICAL SURVEY. Open file report. Newark. 
- 18223 - 
9. Geologic field trips in Delaware, by R. N. Benson 
jand others| 1977. 46p. ill. 


- 18224 - 
STATE BANK COMMISSIONER. Comparative condoli- 
dated [sic| reports of condition, all banks in the State 
of Delaware as of June 30, 1977 and June 30, 1976. 
Dover [1977, 1] 1. 


- 18225 - 

STATE BANK COMMISSIONER. Consolidated statement 
of condition of all banks and trust companies in the 
State of Delaware. 1976/77. [Dover. 1)}1. 

Report year ends June 30. 


- 18226 - 
STATE FIRE SCHOOL, Dover. Annual report. 
1976/77, unpagea. ill. 
Report year ends June 30. 


13th; 


- 18227 - 

UNIVERSITY OF DELAWARE, Newark. Cooperative Ex- 
tension Service. Federal aid to States in the North- 
east: fiscal year 1976 and transition quarter; report to 
the Extension Northeast Public Policy Committee, 
prepared by Daniel S. Kuennen, |Newark| 1977. 

28 p. 


- 18228 - 

UNIVERSITY OF DELAWARE, Newark. Cooperative Ex- 
tension Service. Finances of employee - retirement 
systems of State and local governments in the North- 
east in 1974 - 1975; report to Northeast Extension 
Public Policy Committee, by Daniel S. Kuennan. 
[Newark] 1977. 24p. 


FLORIDA 


- 18229 - 

UNIVERSITY OF DELAWARE, Newark. Cooperative Ex- 
tension Service. Governmental finances in the North- 
east: 1974-75; report to Northeast Extension Public 
Policy Committee, by Daniel S. Kuennen. |Newark| 
1977. 60p. 


FLORIDA 


- 18230 - 

BUREAU OF COASTAL ZONE PLANNING. Florida 
coastal zone management program (section 305) status 
report to the Governor and cabinet. |Tallahassee| 
1977, v, 125p. ill. 77-623539 


- 18231 - 


BUREAU OF COASTAL ZONE PLANNING. Impact 
assessment handbook [by Benjamin C, Withers. 
pared by] the Planning/Design Group. 
1976. 41p. 

BCZP-P/DG-502BW. 


Pre- 
[Tallahassee] 


- 18232 - 


Annual report, Florida 
[Tallahassee | 


COMPTROLLER'S OFFICE. 
chartered credit unions, 
ill, 


1975. 28 p. 


- 18233 - 

COMPTROLLER'S OFFICE. Rules and regulations of 
the Division of Accounting and Auditing. |Tallahas- 
see] 1977, 67p. 

Issued by the office under a variant name: Office of 
the Comptroller. 


- 18234 - 

CROP AND LIVESTOCK REPORTING SERVICE. 
da agricultural statistics: field crops summary. 
1976. Orlando. 9p. ill. 

Issued in cooperation with U. S. Agricultural Mar- 
keting Service and others, 


Flori- 


- 18235 - 

CROP AND LIVESTOCK REPORTING SERVICE. 
da agricultural statistics: poultry summary, 
Orlando. 35p. ill. annual, 

Issued in cooperation with U. S, Agricultural 
Marketing Service and Statistical Reporting Service. 
Title varies: Florida agricultural statistics: 
poultry and egg summary, 4 64-7653 


Flori- 


1976, 


- 18236 - 


CROP AND LIVESTOCK REPORTING SERVICE, 
da agricultural statistics: vegetable summary. 
Orlando. iv, 70p. ill. annual, 

Issued in cooperation with U, S, Agricultural Mar- 
keting Service and others, A 63-7731 


Flori- 
1976, 


- 18237 - 
DEPT. OF ADMINISTRATION, Division of Retirement. 
Annual report, 1975/76. [Tallahassee| 36p. ill. 
Report year ends June 30, 76-648747 


- 18238 - 


DEPT. OF COMMERCE. 
[Tallahassee] 39 p. 


- 18239 - 


DEPT, OF COMMUNITY AFFAIRS, Division of Techni- 
cal Assistance. Housing in Florida. 5th; 1977, 


[Tallahassee] xi, 57p. ill. annual, 


- 18240 - 


DEPT. OF COMMUNITY AFFAIRS. Division of Techni- 
cal Assistance. The Local government comprehen- 
sive planning act. Tallahassee, 1976. 15p. 


- 18241 - 
DEPT. OF CRIMINAL LAW ENFORCEMENT. Uniform 
crime reports, State of Florida, annual report. 
4th, 6th; 1974, 1976. Tallahassee. 2v. ill. 
Cover title: Annual report, crime in Florida. 


7th; 1975. 
77-649031 


Annual report, 


- 18242 - 
DEPT. OF EDUCATION. Report on the status of teacher 
education centers as of October 28, 1975. Tallahas- 
see[n. 


- 18243 - 


DEPT, OF EDUCATION. Student acceleration in Flori- 
da public education; annual report to the Florida 
Legislature and the State Board of Education, 3d; 
Feb. 27, 1976, ([Tallahassee| 24 p. 


- 18244 - 


DEPT. OF EDUCATION. Student goals catalog and hand- 
book for utilization. [Tallahassee, 1976] v, 43p. 
ill. 

- 18245 - 

DEPT. OF TRANSPORTATION. Quality Assurance and 
Construction Manpower Management Conference, June 
15, 16, and 17, 1977, Orlando, Florida. Dept. of 
Transportation and Federal Highway Administration, 
Region 4, co-sponsors. /Tallahassee, 1977] 

iii, 220, A4, B8p. ill. 77-623 566 


- 18246 - 

DIVISION OF ARCHIVES, HISTORY, AND RECORDS 
MANAGEMENT. The Florida State Records Center 
records management handbook, [Tallahassee] 1977. 
28p. ill. 


- 18247 - 


DIVISION OF ARCHIVES, HISTORY, AND RECORDS 
MANAGEMENT. Underwater archaeological research 
and salvage handbook |by Jerry Butterfield and others. 
Tallahassee, n. d.| 12p. ill. 


DIVISION OF CORPORATIONS. 
[Tallahassee | 


Information series. 


~ 18248 - 


1. Services provided by your Division of Corporations. 
{n. d.] folder, 
Issued also in Spanish. 


- 18249 - 
2. Guidelines for corporate filings. 


[19762] folder. 


- 18250 - 
3. The registered agent. [1976?] folder. 


- 18251 - 

DIVISION OF ECONOMIC DEVELOPMENT. Economic 
development profile. Tallahassee. 77-623 526 
Auburndale, Polk County, Florida, 1975. 
ill, 

Bartow, Polk County, Florida. [n.d.| 36p. ill. 

Blountstown, Calhoun County, Florida, prepared by 
Bureau of Area Development. 1974. ii, 20 p. ill. 

Chiefland, Levy County, Florida. 1975. 26p. ill. 

Cocoa area, Brevard County, Florida, prepared by 
Bureau of Area Development. 1975. 29p. ill. 

Crawfordville, Wakulla County, Florida. 1975. 
21p. ill. 

Cross City, Dixie County, Florida. 
ii, 24p. ill, 

Dade City, Pasco County, Florida. 
ill. 

DeLand, Volusia County, Florida. 

Dunnellon, Marion County, Florida. 
ill. 

Jasper, Hamilton County, Florida. 
ill. 

Lake City, Columbia County, Florida, prepared by 
Bureau of Area Development. 1974. i, 21p. ill, 

Macclenny, Baker County, Florida. 1975. 26p. 
ill. 

Melbourne area, Brevard County, Florida, prepared 
by Bureau of Area Development. 1975. 30p. 
ill. 

New Smyrna Beach, Volusia County, Florida. 
28p. ill. 

St. Augustine, St. Johns County, Florida. 
32 p. ill. 

Sanford area, Seminole County, Florida. 


36 p. ill. 

Starke, Bradford County, Florida. 
ill. 

Titusville area, Brevard County, Florida, prepared 
by Bureau of Area Development. Rev. 1975, 
29p. ill. 

Trenton, Gilchrist County, Florida. 
ill, 


27 p. 


[n. d.] 


1974. i, 25p. 


1976, 
1975. 


24p. ill. 
23 p. 


[n. d.| ii, 28 p. 


1975. 
1975. 
1976. 


1975. 28p. 


1975. ii, 19p. 


- 18252 - 
DIVISION OF ECONOMIC DEVELOPMENT, 
development summary. Tallahassee. 


Economic 
77-623 564 


Alachua County, Florida. 
Citrus County, Florida. 

Madison County, Florida. 
Monroe County, Florida. 
Putnam County, Florida. 
Suwannee County, Florida. 
Taylor County, Florida. 


1976. 
1976, 
1976. 
1976, 
1976, 
1976, 
1976. 


22p. ill. 
28p. ill. 
19p. ill. 
19p. ill. 
20 p. ill. 
19p. ill. 
19p. ill. 


FLORIDA 
eee 
980 


- 18253 - 


DIVISION OF ELECTIONS. Tabulation of official votes 
cast, Presidential preference primary and special 
election, March 9, 1976. [Tallahassee, 1976? | 
12 p. 77-623533 


- 18254 - 
DIVISION OF ELECTIONS. Tabulation of official votes, 
Florida general election, November 2, 1976. [Tal- 
lahassee, 19767] 18 p. 77-623538 


- 18255 - 
DIVISION OF FAMILY SERVICES. 
port. 1973/74, [Jacksonville] 


Annual statistical re- 
p. ill. 
74-642248 


DIVISION OF FORESTRY. Bulletin. 


[Tallahassee | 


- 18256 - 
196. Insects, diseases, and other problems of Flori- 
da's trees [by] Charles W. Chellman. 1975. 
xi, 156 p. ill. 


- 18257 - 


DIVISION OF FORESTRY. Forest trees of Florida, pre- 
pared by Wilbur R. Mattoon. 1lthed. [Tallahassee] 
1977. 98p. ill. 


- 18258 - 

DIVISION OF HIGHWAY PATROL, Accident Records 
Section. Traffic accident facts; an illustrated analy- 
Sis of accident records, 1976. [Tallahassee] 
22p. ill, annual, 78-648585 


- 18259 - 


DIVISION OF STATE PLANNING, Annual progress re- 
port on State and regional planning. 1973/74-1974/75. 
[Tallahassee] 2v. ill. 74-644084 


- 18260 - 
DIVISION OF STATE PLANNING. A bibliography: Flor- 
ida's planning documents [by Alan Biddle. Tallahas- 
see| 1975. vi, 245 p. 


On cover: DSP-DO-37-75, 77-623532 


- 18261 - 

DIVISION OF STATE PLANNING. Bureau of Comprehen- 
sive Planning. Drainage density in the Lake Okeecho- 
bee drainage area, prepared by Stephen E, Gatewood 
and Philip B. Bedient. [Tallahassee] 1975. 

iii, 17p. ill. 

Cover title: Drainage density report on the tributary 
basins of Lake Okeechobee ... a report ... for the 
special project to prevent the eutrophication of Lake 
Okeechobee. 

Issued in cooperation with the Dept. of Environ- 
mental Engineering, University of Florida. 


FLORIDA 


- 18262 - 


DIVISION OF STATE PLANNING. Bureau of Comprehen- 
Sive Planning. Kissimmee River Floodplain vegeta- 
tion and cattle carrying capacity before and after ca- 
nalization, prepared by Buford C, Pruitt and Stephen 
E. Gatewood, [Tallahassee] 1976. iii, 57p. ill. 

Cover title: Vegetative community mapping of the 
Kissimmee River floodplain before and after canaliza- 
tion... a report ... for the special project to prevent 
the eutrophication of Lake Okeechobee, 


- 18263 - 

DIVISION OF STATE PLANNING. Bureau of Comprehen- 
sive Planning. State comprehensive plan; element 
compendium. 2ded, [Tallahassee| 1977. v, 239 p. 

On t. p.: DSP-BCP-16-77. 77-623530 


- 18264 - 

DIVISION OF TOURISM. An executive summary of the 
1975 Florida tourist study in which is contained high- 
lights of the Division of Tourism 1975 quarterly tourist 
surveys and reports from certain selected government 
sources, noted within. |Tallahassee, n. d.| 12p. 
ill. 


- 18265 - 
GAME AND FRESH WATER FISH COMMISSION, 
report. 1975/76. [Tallahassee] 
Report year ends June 30, 


Annual 
18-32 p. ill. 


- 18266 - 

LEGISLATURE. House of Representatives. Office of the 
Clerk. The clerk's manual for use of the Legislature 
of the State of Florida. 1976/78. [Tallahassee 
2811p. ill. 


- 18267 - 
LEGISLATURE. Senate. Finance, Tax, and Claims 


Committee. Analysis of selected Florida tax sources 
1977-1978, Tallahassee, 1977. ii, 391. 


Issued in cooperation with House Finance and Tax- 
ation Committee. 77-623 583 


- 18268 - 
OFFICE OF THE ATTORNEY GENERAL. Antitrust 
enforcement project: 75-DF-04-0008 ... final report. 
Tallahassee, 1976. unpaged. 


- 18269 - 


OFFICE OF THE AUDITOR GENERAL, University of 
Florida special review, J. Hillis Miller Health Center 
Academic Enrichment Fund for the fjseal year ended 
June 30. 1975. [Tallahassee, 1977] v, 64 p. 


- 18270 - 
PUBLIC SERVICE COMMISSION, 


Annual report. 
1976, [Tallahassee] 2v. ill. 


1974, 


| 


FLORIDA 


- 18271 - 
SOUTH FLORIDA REGIONAL PLANNING COUNCIL. An 
assessment of the development suitability of land in 
south Florida; report of a preliminary investigation of 
the relationship between the natural environment and 

urban development in south Florida. Prepared for 
Florida Coastal Coordinating Council. Miami, 1973. 
361. ill. 

- 18272 - 

STATE ADVISORY COUNCIL ON VOCATIONAL AND 
TECHNICAL EDUCATION. Measures of success: a 
survey of selected vocational and technical education 
programs in Florida which train students in occupa- 
tions requiring licenses, [Tallahassee] 1976. 

ix, 94 p. 77-623527 


- 18273 - 


STATE LIBRARY, Tallahassee. Florida public docu- 


ments, 9th; 1976. Tallahassee. 70p. annual, 
- 18274 - 
STATE UNIVERSITY SYSTEM. Directory, general of- 
fice. Jan, 1977, [Tallahassee] 56 p. 
~ 18275 - 


STATE UNIVERSITY SYSTEM, Institute of Oceanogra- 
phy. Assessment of the environmental impact of ex- 
ploratory oil drilling, a report to the Bureau of Land 
Management. |St. Petersburg, 19767] ii, 741. ill. 

Cover title: Baseline monitoring studies, Mississip- 
pi, Alabama, Florida outer continental shelf, 1975- 
1976 ... Vol. 6. Rig monitoring. 


- 18276 - 

STATE UNIVERSITY SYSTEM. Institute of Oceanogra- 
phy. Baseline monitoring studies, Mississippi, Ala- 
bama, Florida, outer continental shelf, 1975-1976, a 
report to the Bureau of Land Management. [St. 
Petersburg, 19767] i, 891. ill. 

Cover title: Baseline monitoring studies, Mississip- 
pi, Alabama, Florida outer continental shelf, 1975- 
1976 ... Vol. 2. Introduction and methods, 


- 18277 - 

STATE UNIVERSITY SYSTEM, Institute of Oceanogra- 
phy. Baseline monitoring studies, Mississippi, Ala- 
bama, Florida, outer continental shelf, 1975-1976; 
geophysical investigations for biolithologic mapping of 
the MAFLA-OCS lease area, including a review of the 
shallow structure and post-Miocene sedimentary 
framework of the central west Florida shelf, a report 
to the Bureau of Land Management, (St, Petersburg, 
19767} 1921.+ ill. 

Cover title: Baseline monitoring studies, Mississip- 
pi, Alabama, Florida outer continental shelf, 1975- 
1976 ... Vol. 5. Geophysical investigation. 


- 18278 - 

STATE UNIVERSITY SYSTEM. Institute of Oceanogra- 
phy. Baseline monitoring studies, Mississippi, Ala- 
bama, Florida, outer continental shelf, 1975-1976; 
histopathological atlas, macroepifaunal invertebrates 
of the eastern Gulf of Mexico, a report to the Bureau 
of Land Management, compiled by Norman J. Blake 
|and| Doranne J. Borsay. ([St. Petersburg, 19767] 
151.+ ill. 

On cover: Vol. 7. Histopathology atlas. 


- 18279 - 

STATE UNIVERSITY SYSTEM. Institute of Oceanogra- 
phy. Baseline monitoring studies, Mississippi, Ala- 
bama, Florida outer continental shelf, 1975-1976 ... 
Vol. 4. Discussion, Petersburg, 19767] 
565-782 1. ill. 


- 18280 - 
STATE UNIVERSITY SYSTEM. Institute of Oceanogra- 
hy. Executive summary, a report to the Bureau of 
Management, Petersburg, 19767] 551. 


ill, 

Cover title: Baseline monitoring studies, Mississip- 
pi, Alabama, Florida outer continental shelf, 1975- 
1976 ... Vol. 1. Executive summary. 


- 18281 - 
STATE UNIVERSITY SYSTEM. Office of Public Affairs. 
Florida's public universities. [Tallahassee, 19767] 
folder. ill. 


STATE UNIVERSITY SYSTEM. Sea Grant Program. 
Report. [Tallahassee] 


- 18282 - 

20. Guidelines for beachfront construction with spe- 
cial reference to the coastal construction setback 
line, by Courtland A. Collier [and others] Spon- 
sored by Dept. of Natural Resources, Bureau of 
Beaches and Shores. 1977. iii, 72p. ill. 

77-623 524 


- 18283 - 
SUPREME COURT. Cases adjudicated in the Supreme 
Court and District Courts of Appeal of Florida re- 


ported in Southern reporter, second series, Vol. 342 
So, 2d-343S0.2d. St. Paul, West Pub. Co., 1977, 
various pagings. 50-37180 


- 18284 - 

UNIVERSITY OF FLORIDA, Gainesville. Center for Latin 
American Studies. Bulletin. (Gainesville, n. d.] 

unpaged. ill. 


UNIVERSITY OF FLORIDA, Gainesville. Cooperative Ex- 


tension Service. Agricultural engineering fact sheet. 
sville 


- 18285 - 
AE-3, Infra-red chick brooder [by] A. M. Pettis 
[and] L. W. Kalch, [n. d. 2]p. ill. 


UNIVERSITY OF FLORIDA, Gainesville. Cooperative Ex- 
tension Service. Energy conservation fact sheet, 


Sville 
- 18286 - 
EC-2, Drying and storing peanuts [by T. C. Skinner. 
nd. ill. 
- 18287 - 


EC-23. Passive freeze protection suggestions for 
your orchard [by] Jon Bartholic. [n. d. 3]p. 


- 18288 - 

UNIVERSITY OF FLORIDA, Gainesville. Cooperative Ex- 
tension Service. Florida dairy herd improvement an- 
nual summary. 1973, 1975-76. [Gainesville] 3v. 

On covers: DY 74-22, DY 76-45, DY 77-53. 


UNIVERSITY OF FLORIDA, Gainesville. Cooperative Ex- 

tension Service. Florida horticulture: Department of 

Ornamental Horticulture fact sheet. Gainesville. 
Single copies free to residents of Florida, 


- 18289 - 
2. Getting ready to plant the lawn [by Shannon Smith. 
n.d, 2|p. 
- 18290 - 


13. Wax myrtle [by Sylvester A. Rose. 
ill. 


n.d, 2)p. 


- 18291 - 
14, Winter lawns in Florida [by Shannon Smith. 
n.d. 2|p. 
- 18292 - 
16. Begonias in Florida [by C. A. Conover and H. C. 
Jones. n.d. ill. 
- 18293 - 
18, Ferns [by C. A. Conover. n.d. 2]p. 
- 18294 - 


21. Ornamental palms for south Florida [by Jim Mid- 
cap, Shannon Smith, and Robert Black, n, d. 
3] p. 


- 18295 - 
22. Ornamental trees for south Florida [by Shannon 
Smith, Jim Midcap, and Robert Black. n. d. 
4|p. 


- 18296 - 
UNIVERSITY OF FLORIDA, Gainesville. Cooperative Ex- 
tension Service. Laundry techniques to save energy, 
a Slide set by [Nadine Hackler. Gainesville, n. d. | 
unpaged, ill. 


Issued in cooperation with U. S. Dept. of Agricul- 
ture. 


- 18297 - 
UNIVERSITY OF FLORIDA, Gainesville, 


Division of Pop- 
ulation Studies, 


Florida estimates of population: 


State, counties, municipalities. July 1, 1976. Pre- 
pared for the Dept. of Aministration. [Gainesville] 
53 p. 73-623497 


- 18298 - 
UNIVERSITY OF FLORIDA, Gainesville, Marine Adviso- 


Program. Anna Maria! 2y, by Todd L. Walton, 
Teainesville, n.d. 3)p. ill. (Its Coastal 
history notes) 


- 18299 - 
UNIVERSITY OF FLORIDA, Gainesville. Marine Adviso- 


Program. Captiva Island, by Todd L. Walton, Jr. 
[Gainesvill e,n.d, ill, (Its Coastal history 
notes. 


- 18300 - 
UNIVERSITY OF FLORIDA, Gainesville. Marine Adviso- 


Program. Gasparilla Is , by To ° on, 
Jr. [Gainesville, n.d, 4)p. ill, (Its Coastal 
history notes) 


AGRICULTURAL EXPERIMENT STATIONS. 


GEORGIA 


- 18301 - 
UNIVERSITY OF FLORIDA, Gainesville. Marine Adviso- 


ry Program. Lido Key, by Todd L. Walton, Jr. 
[Gainesville, n.d. 2]p. ill, (Its Coastal history 
notes) 


- 18302 - 
UNIVERSITY OF FLORIDA, Gainesville. Marine Adviso- 


ry Program. Longboat Key, by Todd L. Walton, Jr. 
[Gainesville, n. d, ill, (Its Coastal history 


notes) 


- 18303 - 
UNIVERSITY OF FLORIDA, Gainesville. 


Marine Adviso- 


Program. Siesta Key, by Todd L. Walton, Jr, 
n.d, ill, (Its Coastal history 


notes) 


- 18304 - 
UNIVERSITY OF FLORIDA, Gainesville. Office of Aca- 
demic Affairs. University of Florida fact book. 
Mar. [Gainesville] 153p. ill. annual. 


UNIVERSITY OF FLORIDA, Gainesville. 
Laboratory School, 
ville. 


P. Yonge 
Research monograph. Gaines- 


- 18305 - 
22. The status of precollege psychology in Florida, 
from 1970-71 through 1974-75: a report of a longi- 
tudinal study [by] Robert J. Stahl. 1976. ii, 83p. 


UNIVERSITY OF FLORIDA, Gainesville. 
Laboratory School. 
ville. 


P. K. Yonge 
Resource monograph. Gaines- 


- 18306 - 
12, Affective approaches to career education, by 


James Northrop. c1975. iii, 18p. ill. 
- 18307 - 
13. Affective approaches to career education; leader's 
guide. 1974, iii, 88p. ill. 
GEORGIA 
AGRICULTURAL EXPERIMENT STATIONS. Research 


bulletin, [Athens] 


- 18308 - 


198. Cottonseed oil response to herbicides {by| W. S. 
Hardcastle, R. E. Wilkinson [and] C. C. Dowler. 
18 p. 


1977, ill, 


Research 


report. [Athens] 
~ 18309 - 
248, Soil fertility management of double cropping sys- 
tems [by] R. N. Gallaher, 1977. 15p. 


- 18310 - 
251. Summary of food purchases and prices, Griffin, 
Georgia, January-March 1976, with previous peri- 
ods [by] Robert Raunikar. 1977, 23 p. 


GEORGIA 


- 18311 - 

BUREAU OF COMMUNITY AFFAIRS. Community facil- 
ities survey, public improvements program and capi- 
tal budget, Henry County, Georgia, prepared by the 
McIntosh Trail Area Planning and Development Com- 
mission. Atlanta, 1977. vii, 52, A2, B26, C41. 
ill. 

MTAPDC-HC-1-77. 
$5.00. 


- 18312 - 

BUREAU OF COMMUNITY AFFAIRS. Fayetteville com- 
munity development concept plan, prepared by the 
McIntosh Trail Area Planning and Development Com- 
mission. Atlanta, 1977. ix, 1221. ill. 

MTAPDC-FV-1-77. 
$5.00. 


- 18313 - 

BUREAU OF COMMUNITY AFFAIRS. Public improve- 
ments program and capital budget, Peachtree City, 
prepared by the McIntosh Trail Area Planning and De- 
velopment Commission. Atlanta, 1977. 

vi, 34, A2, B12, C41. ill. 
MTAPDC-PC-1-77. 
$3.50. 


~ 18314 - 
DEPT, OF LAW. Know your Law Department, 
1977, [Atlanta] unpaged, ill. 


July 1, 


- 18315 - 


DIVISION OF PHYSICAL HEALTH. Health Services Re- 
search and Statistics Section. Georgia vital and 
health statistics. Ser. 3, v. 3; 1975. [Atlanta] 

vi, 140p. ill. 
Issued by the section under a variant name: Office 
of Health Services Research and Statistics. 
76-646236 


- 18316 - 
ENVIRONMENTAL PROTECTION DIVISION. A reeval- 
uation of water quality of Fish Creek (Oconee River 
Basin) Atlanta, 1977. v, 43 >. ‘il. 


GEORGIA INSTITUTE OF TECHNOLOGY, Atlanta, En- 
vironmental Resources Center. ERC. Atlanta. 


- 18317 - 

1076, Effects of high levels of inorganic phosphate on 
aquatic organisms in phosphate-rich environments, 
by John R. Strange. 1976. x, 1101. ill. 

Issued by School of Biology in cooperation with 
Environmental Resources Center, Georgia Institute 
of Technology. 77-623522 


- 18318 - 

SECRETARY OF STATE. Qualifications and disqualifi- 
cations for holding State or county elective office in 
Georgia, by Lewis J. Grout. Atlanta [1974] 113 p. 

77-623 593 


HAWAII 


AGRICULTURAL EXPERIMENT STATION, Honolulu. 
Miscellaneous publication. [Honolulu] 


- 18319 - 
142, Achievement report. 1975/76. 25p. ill. 
annual, 
Report year ends in June. 
Title varies: Achievement analysis report. 


AGRICULTURAL EXPERIMENT STATION, Honolulu, 
Research bulletin. [Honolulu] 


- 18320 - 


186. Effects of Polaris? on several horticultural 
crops [by] R. K. Nishimoto and B. H. Zandstra. 
[1977] 17p. ill. 


AGRICULTURAL EXPERIMENT STATION, Honolulu, 
Technical bulletin, [Honolulu] 


- 18321 - 


93. Respiration, ethylene production, and shelf life 
extension in irradiated papaya fruit after storage 
under simulated shipping conditions [by] Ernest K. 
Akamine and Theodore Goo. 1977, 12p._ ill. 


BOARD OF TRUSTEES OF THE EMPLOYEES' RETIRE- 
MENT SYSTEM. Publication. [Honolulu| 


- 18322 - 


51st; 1975/76. 31p. 
27-27161 


48. Annual report. 
Report year ends June 30. 


- 18323 - 
CHILDREN'S HEALTH SERVICES DIVISION. Crippled 
Children Branch, Mental retardation program. 
- Prepared by Data System Unit, Program 
Support Services, Mental Health Division, Dept. of 
Health, [Honolulu] unpaged. 


- 18324 - 
COMMISSION ON MANPOWER AND FULL EMPLOY- 
MENT. Unemployment and welfare in Hawaii, pre- 


pared by Amanda T. Kautz. [Honolulu] 1977. 73 p. 
ill. 77-623529 


- 18325 - 


CRIMINAL JUSTICE STATISTICAL ANALYSIS CENTER. 
Crime in Hawaii; a review of uniform crime report, 
1976, [Honolulu] iv, 47 p. 77-648209 


- 18326 - 


DEPT. OF ACCOUNTING AND GENERAL SERVICES. 
Division of Public Works. Planning Branch. Naalehu 
Elementary School complex development report. [Hon- 
olulu} 1977. ii, 111. ill. 


- 18327 - 

DEPT. OF AGRICULTURE. Report to the ninth Legis- 
lature, State of Hawaii, 1977, in response to House 
resolution no. 182, H. D. 1, eighth Legislature, 1976, 
requesting a study of the imported lumber trade. 
Honolulu, 1977. 41. 


- 18328 - 

DEPT. OF AGRICULTURE. Report to the ninth Legis- 
lature, State of Hawaii, 1977, in response to House 
resolution no, 184, eighth Legislature, 1976, request- 
ing the Department of Agriculture to study the desira- 
bility and efficacy of a special agricultural water rate. 
Honolulu, 1977. 31.+ ill. 


- 18329 - 

DEPT. OF AGRICULTURE. Report to the ninth Legis- 
lature, State of Hawaii, 1977, in response to House 
resolution no. 186, eighth Legislature, 1976 request- 
ing the Department of Agriculture to study the efficacy 
of more favorable electrical rates for farm use. 
Honolulu, 1977. 5, 21. 


- 18330 - 

DEPT. OF EDUCATION. Budget Branch. Special con- 
tracts and agreements for personal services. |Hon- 
olulu] 1977, 50p. ill. ({Office of Library Serv- 
ices. Teacher Assist Center] TAC 77-3340) 


- 18331 - 

DEPT, OF EDUCATION, Office of Instructional Services. 
Compensatory Education Section, State summary 
evaluation report, ESEA Title 1, P.L. 89-10. 

1975/76. [Honolulu] iii, 51p. annual. 
76-643197 


- 18332 - 


DEPT. OF EDUCATION. Office of Personnel Services, 
Recruitment and placement report, 1976/77. [Hono- 
lulu] 12p. ill. ((Office of Library Services. 
Teacher Assist Center] TAC 77-2900) 


DEPT. OF HEALTH. Research and Statistics Office. 


Population report. [Honolulu] 

- 18333 - 

7. Characteristics of occupied housing units in Ha- 
waii, 1974, Employment by place of work in Hawaii, 
1974; a report based on the Hawaii Health Surveil- 
lance Program, by Robert C. Schmitt and Paul T. 
Kawaguchi. 1976. 16p. ill. 

Issued in cooperation with Dept. of Planning and 
Economic Development. 


- 18334 - 
DEPT. OF LABOR AND INDUSTRIAL RELATIONS. An- 
nual report. 1975/76. [Honolulu] 39p._ ill. 
Report year ends June 30. 


- 18335 - 
DEPT. OF LABOR AND INDUSTRIAL RELATIONS, Re- 
search and Statistics Office. Directory of education- 
al requirements for selected occupations. Jan. 1977. 
{Honolulu} ii, 49 p. 


HAWAII 


- 18336 - 

DEPT. OF LABOR AND INDUSTRIAL RELATIONS, Re- 
search and Statistics Office, Occupational injuries~ 
and illnesses survey. 4th; 1975. Prepared by Occu- 
pational Safety and Health Research Section in coopera- 
tion with U. S, Bureau of Labor Statistics, [Honolulu] 
iv, 29p. ill. annual, 76-642503 


- 18337 - 

DEPT. OF PLANNING AND ECONOMIC DEVELOPMENT. 
The biology of opihi (October 1975-October 1976) pre- 
pared by E, Alison Kay and William Magruder. |Hon- 
olulu| 1977, 46p. ill. 


- 18338 - 
DEPT, OF PLANNING AND ECONOMIC DEVELOPMENT. 
Energy resources coordinator annual report. 1976, 
[Honolulu] ii, 48p. ill. 


DEPT. OF PLANNING AND ECONOMIC DEVELOPMENT. 
Report SB. Honolulu. 


- 18339 - 
A12. Statistical boundaries of cities, towns, and vil- 
lages. 10th[i.e. 11th} 1976. 61. 


- 18340 - 

DEPT. OF PLANNING AND ECONOMIC DEVELOPMENT. 
Research and Economic Analysis Division. The 
economy of Hawaii, annual economic report and out- 
look. 1977, [Honolulu] iv, 90 p. 

Title varies: The economy of Hawaii, annual eco- 
nomic report. 73-622410 


DEPT, OF PLANNING AND ECONOMIC DEVELOPMENT. 
Research and Economic Analysis Division, Statistical 
report, |Honolulu| 


- 18341 - 


118. Hawaii's in-migrants, 1976. 21.4 annual. 


76-640393 


- 18342 - 

119, The population of Hawaii, 1976; a report of the 
Federal-State Cooperative Program for Local Pop- 
ulation Estimates, prepared jointly by the U. S. 
Bureau of the Census, Hawaii State Dept. of Health, 
and Hawaii State Dept. of Planning and Economic 
Development. 1977, 41. 


- 18343 - 
DEPT. OF SOCIAL SERVICES AND HOUSING. Annual 
report. 1973/74-1974/75, [Honolulu] ii, 25 p. 
ill, 


Combined report. 62-64282 


- 18344 - 
DEPT. OF TAXATION, Tax Research and Planning, 
Hawaii income patterns, individuals, 1974, [Hono- 
lulu] 50, livp. annual, 


- 18345 - 
DEPT. OF TRANSPORTATION, [Annual report| 
1975/76. [Honolulu] iv, 90 p. 


Report year ends June 30. 65-65037 


4 


- 18346 - 

ECONOMIC DEVELOPMENT DIVISION. Journalists 
view Hawaii's economy; 1976 Business Editors’ Mis- 
sion to Hawaii, a compilation of news articles which 
appeared in the National press as a result of a mission, 
Honolulu [1976?| 78p. ill. 


- 18347 - 

HIGHWAYS DIVISION, Kauai Belt Road, Kalihiwai to 
Haena Section (FAP Route 56, Kauai, Hawaii) ... ad- 
ministrative action , draft environmental impact state- 
ment. |Honolulu, 1976?] various pagings. ill. 

Issued in cooperation with Federal Highway Admin- 
istration, 


- 18348 - 

HOUSING AUTHORITY. Housing for Hawaii's people, 
prepared by Daly and Associates for Housing Authority 
jand| Dept. of Planning and Economic Development. 
Honolulu, 1977. various pagings. ill. 


LEGISLATIVE REFERENCE BUREAU, 
lulu, 


Report. Hono- 


- 18349 - 
1, 1977. Towards a definition of death [by] Christine 


Mukai, Hilary K. Josephs |and| Linda Luli Naka- 
sone. |1977| vi, 181 p. 77-623575 


- 18350 - 

MARKET NEWS SERVICE, Honolulu prices; wholesale 
eggs, poultry, pork, beef, and rice. 1976. [Hono- 
lulu] 16 p. 

Issued in cooperation with U. S. Agricultural Mar- 
keting Service. 77-647572 


18351 - 

MARKET NEWS SERVICE. Honolulu unloads, 1976, 
fresh fruits and vegetables |by| Keiji Tsugawa [and] 
James Omori. Prepared by Hawaii Market News 
Service Branch. [Honolulu] 1977. 40 p. 

Issued in cooperation with U. S. Agricultural Mar- 
keting Service. 


OFFICE OF THE LEGISLATIVE AUDITOR, 
port. [Honolulu] 


Special re- 


- 18352 - 
77-1, A study of airport system financing, Depart- 
ment of Transportation; a report to the Legislature 
of the State of Hawaii. 1977. 76p. ill. 
77-623574 


- 18353 - 


STATE ETHICS COMMISSION, 
olulu. ii, 152 p. 


Opinions, 1976. Hon- 


- 18354 - 


UNIVERSITY OF HAWAII, Honolulu. Dept. of Meteorol- 
ogy. Contributions and technical reports, 1 January 
1975 - 31 December 1976. [Honolulu, 1976?] 31. 


- 18355 - 


UNIVERSITY OF HAWAII, Honolulu. Dept. of Meteorol- 


ogy. Contributions and technical reports, 1 July 1971 
{Honolulu, n. 51, 


- 31 December 1974, 


- 18356 - 

UNIVERSITY OF HAWAII, Honolulu, East-West Center, 
Annual report, 16th; 1975776. Honolulu, Office of 
Publication and Public Affairs, East-West Center. 
xviii, 156 p. 


Report year ends Sept. 30. 63-63126 


UNIVERSITY OF HAWAII, Honolulu. Hawaii Institute of 


Geophysics. HIG. Honolulu. 


- 18357 - 


76-8. Preliminary results of the first Soviet- 
American Tsunami Expedition, by S. L. Soloviev 
[and others] 1976. vii, 74p. ill. 

On t. p.: NOAA-JTRE-162. 


- 18358 - 

76-13. Sediment core descriptions: R/V Keoki 1972 
cruise, eastern and western Pacific Ocean, by staff 
of the Sediment Core Lab. Prepared for Office of 
Naval Research and International Decade of Ocean 
Exploration. 1976. 10, All2p. ill. (Its Data 
report 32) 


- 18359 - 

76-14, Ferromanganese deposits of the Hawaiian 
Archipelago, by D. J. Frank [and others] 1976. 
viii, 71p. ill. 

On t. p.: UNIHI-SEAGRANT-CR-77-01. 
- 18360 - 

77-1. Variability of the thermal structure in the 

central equatorial Pacific Ocean, by Klaus Wyrtki 


{and others] Prepared for National Science Founda- 
tion. 1977. v, 75p. ill. 


UNIVERSITY OF HAWAII, Honolulu. 
Marine Biology. 


Hawaii Institute of 
Technical report. Honolulu. 


- 18361 - 

31. Distribution, abundance, and biomass of the 
macrozooplankton of Kaneohe Bay, Oahu, Hawaii, 
1966-1971, by William T. Peterson. 1975. 
1221. ill. 


UNIVERSITY OF HAWAII, Honolulu, 
Center. Occasional publications. 


Industrial Relations 
| Honolulu | 


- 18362 - 
119. Duration of collective bargaining agreements in 
Hawaii. 1977. By Helene S, Tanimoto, 
32p. ill. annual, 69-65722 


- 18363 - 


120. Guide to statutory provisions in public sector col- 
lective bargaining; terms and definitions, by John B. 
Ferguson. 1977. v, 141p. 


$3.50. 77-623603 


- 18364 - 


UNIVERSITY OF HAWAII, Honolulu. 
cellor for Community Colleges. Educational Services 
Division. Selected characteristics, classified and un- 
classified (regular) students, community colleges, 
spring 1977. [Honolulu] 1977, 91. ill. 

At head of title: CC-IRP 101. 


UNIVERSITY OF HAWAII, Honolulu. 
cellor for Community Colleges. 
Division, 


Office of the Chan- 


Office of the Chan- 
Educational Services 


[Honolulu | 


Student flow project; report. 


- 18365 - 


20. Spring 1976 non-continuing students registered at 
other community colleges, fall 1975 entering stu- 
dents. 1977. 221. 


- 18366 - 


21. Fall 1976 non-enrolled students registered at oth- 
er community colleges, fall 1975 entering students. 
1977. 231. 


- 18367 - 


22. Survey of 1975-76 graduates, community colleges, 
1977. 831. ill. 


- 18368 - 
24. Survey of employers of 1975-76 community col- 
lege graduates. 1977. 441, 


- 18369 - 

UNIVERSITY OF HAWAII, Honolulu. Pacific Urban Stud- 
ies and Planning Program. Special design districts 
for Honolulu |by] Milton M, Arakawa, Jr. [and others. 
Honolulu| 1976, xii, 1381. ill. 


UNIVERSITY OF HAWAII, Honolulu. 
velopment and Research Center, 


Social Welfare De- 
Report. [Honolulu] 


- 18370 - 

161, Evaluation of 1974-75, status 08, 28 and 30 clo- 
sures, a supplement to Project standard six, a 
study of benefit retention of vocational rehabilita- 
tion; report written by Paul T. Yamamura. Con- 
ducted for the Division of Vocational Rehabilitation 
and Services for the Blind, Dept. of Social Services 
and Housing. 1976, 131. 


- 18371 - 


162. An evaluation of the Model Ex-Offender Program; 
report written by David T. Takeuchi. Initial evalu- 
ation design by Yvonne R. Wood. Conducted for 
the Division of Vocational Rehabilitation and Serv- 
ices for the Blind, Dept. of Social Services and 
Housing. 1976. 20, A161. ill. 


- 18372 - 


163, Project Rehab, a follow-up survey of benefit re- 
tention and satisfaction of vocational rehabiliation 
clients, 1975-76 closures; report written by Ray- 
mond E, Sakumoto. Conducted for the Division of 
Vocational Rehabilitation and Services for the Blind, 
Dept. of Social Services and Housing, 1977. 

29, A71. 


- 18373 - 


165. A multivariate analysis of probation adjustment; 
research report, by Yvonne R. Wood. 1977. 
iv, 481. 


- 18374 - 

UNIVERSITY OF HAWAII, Honolulu. Water Resources 
Research Center. Proceedings of the International 
Water Resources Educational Workshop |held at} the 
East-West Center, University of Hawaii, Honolulu, 
Hawaii, 30 July 1976. Sponsors; Universities Council 
on Water Resources |and others, Honolulu, 1976? | 
vi, 48p. ill. (Workshop series no, 1) 

77-623531 


IDAHO 


- 18375 - 

Report to U.S. Department of the Interior and State of 
Idaho on failure of Teton Dam, by Independent Panel 
to Review Cause of Teton Dam Failure. [Boise] 1976. 
various pagings. ill. 

Issued in cooperation with the U.S. Dept. of the 
Interior. 

For sale by the Superintendent of Documents, 
U.S. Government Printing Office, Washington, D.C. 
20402. 77-623545 


AGRICULTURAL EXPERIMENT STATION, Moscow. _ 
Bulletin. {Moscow] 


- 18376 - 

573. Fiscal impacts of public programs on two types 
of rural residents in Boundary County, Idaho |by] 
David E. Stubbs and Gerald Marousek. 1977, 

25 p. 17-623794 


- 18377 - 
DEPT, OF EMPLOYMENT. Insured unemployment in 
Idaho; annual summary. 1976. [Boise] 12p. ill. 


- 18378 - 

DEPT. OF FINANCE, Report; banks; cemeteries with 
pre-arranges funeral plans; collection agencies; 
credit unions; Endowment care cemetery act; savings 
and loan associations; securities (blue sky); Uniform 
consumer credit code, 58th; 1975/76. | Boise] 

57 p. annual. 
Title varies: Report, 
Report year ends June 30, 


- 18379 - 
DEPT, OF WATER RESOURCES, The Idaho irrigation 
survey; summary report. [Boise] 1976, ii, 10 p. 
ill. 


DEPT. OF WATER RESOURCES, 
bulletin, Boise. 


Water information 


- 18380 - 
43, Ground-water levels and descriptions of obser- 


vation wells in Idaho, 1975, by H.G. Sisco. Pre- 
pared by the U.S. Geological Survey in cooperation 
with the Dept. of Water Resources, 1976, 
v,314p. ill, 


- 18381 - 
DIVISION OF HIGHWAYS, Six year highway improve- 
ment program. 1976/77, [Boise] vii, 175p. ill. 
annual. 


- 18382 - 

LAWS, STATUTES, ETC. School laws, 44th Legisla- 
ture, 1st regular session; 1977. Compiled by Divi- 
sion of Finance and Administration, State Dept. of 
Education. [Boise] R. Truby, State superintendent 
of public instruction. xv,133p. annual. 


- 18383 - 

PARK AND RECREATION BOARD, Twelve years of 
recreational assistance in Idaho, 1965-1976 [progress 
report] Land and Water Conservation Fund. [Boise, 
1976?] i,25p. ill. 


- 18384 - 
SPECIAL EDUCATION SECTION. Individual education 
programs for Idaho's exceptional children. [Boise] 
1977. 42p.+ ill. 77-623791 


- 18385 - 
STATE AUDITOR, Annual report, 2d; 1974/75, 
[Boise] 671, 


Report year ends June 30, 


18386 - 

STATE DEPT. OF EDUCATION. Administrative rules 
and regulations for special education approved March 
4,1977... to be effective in the public schools August 
15,1977. [Boise, 1977] ii,30,17 p.+ 


- 18387 - 
STATE DEPT. OF EDUCATION. Annual statistical 


report; public school professional personnel and 
employees in non-certificated positions, 5th; 
1976/77. Boise. xiv,39p. ill. 


- 18388 - 
STATE DEPT, OF EDUCATION. Manual of instructions; 


non-certifiable employee record forms, Rev. Boise 
1977, 17p. 


- 18389 - 
STATE DEPT, OF EDUCATION, Manual of instructions} 
professional staff record forms, Rev. Boise, 1977. 
30 p. 


STATE HISTORICAL SOCIETY, 
Boise, 


Idaho historical series, 


~ 18390 - 
19, When culture came to Boise: Mary Hallock 
Foote in Idaho, by Rodman W. Paul. 1977. 
12p. ill. 


UNIVERSITY OF IDAHO, Moscow. Cooperative Exten- 


sion Service. 
cow 


Current information series, [Mos- 


- 18391 - 

231. Idaho insect control recommendation for alfalfa 
seed production [by] Hugh W. Homan, Craig R. 
Baird [and] Norman D, Waters. Rev. 1977. 

[4] p. 
Issued in cooperation with the Agricultural Ex- 
periment Station. 


UNIVERSITY OF IDAHO, Moscow, 


Forest, Wildlife, 
and Range Experiment Station. 


Bulletin, Mose ow. 


- 18392 - 
19. Taxonomy of the Artemisia tridentata com- 
plex in Idaho [by] A. H. Winward [and] E.W. Tisdale, 
1977, 15p. ill. 


ILLINOIS 


- 18393 - 
ADMINISTRATIVE OFFICE OF THE ILLINOIS COURTS, 
Annual report to the Supreme Court of Illinois. 1975. 
[Springfield] 180p. ill. 


COMMERCE COMMISSION, Accounts and Finance Sec- 
tion. Research bulletin. [Springfield] 


- 18394 - 
96. Illinois gas utilities; a comparative study of gas 
sales statistics. 1976 and 1975. ii, 30 p. 


- 18395 - 
97. Illinois electric utilities; a comparative study 
of electric sales statistics. 1976 and 1975. 
ii, 15 p. 


COMMUNITY COLLEGE BOARD, Data and character- 
istics. Springfield. 


- 18396 - 
v.5, no,2, Student enrollment data and trends in the 
public community colleges of Illinois. Fall 1976, 
v,4lp. ill, 


- 18397 - 
v.5, no.7. Faculty and administrative salaries in 
the public community colleges of Illinois, 1976/77. 
iv, 36 p. 74-647568 


- 18398 - 

COMMUNITY COLLEGE BOARD, Fiscal year 1978 
operating budget recommendations for the Illinois 
public community college system, approved ... 
November 19, 1976 [by Chris Merrifield and others] 
Springfield [19767] i,46p. ill. 


- 18399 - 

COMMUNITY COLLEGE BOARD, Illinois Community 
College Board disadvantaged student grant program 
for Illinois public community colleges, FY1976 and 
FY1977. Springfield, 1976. 40p. 


- 18400 - 
DEPT, OF TRANSPORTATION, Illinois highway map. 
[Springfield, c1977] col. map on sheet 62 x 90 cm. 
fold. to 23 x 11 cm. 


- 18401 - 

DEPT. OF TRANSPORTATION. 
map. [Springfield, c1977] 
90 cm, fold. to 10 x 23 cm, 


- 18402 - 
ENVIRONMENTAL PROTECTION AGENCY. Section 
208, water quality management planning, work plan and 
budget summary. Springfield, 1977. 16p. ill. 


Illinois 77-78 highway 
col. map on sheet 62 x 


- 18403 - 

GOVERNOR'S STATE UNIVERSITY, Park Forest South. 
College of Environmental and Applied Sciences, En- 
vironmental education leadership development project, 
final report; a guidebook to in-service environmental 
education workshops for teachers, Park Forest South 
|1975] 76,A3,B8,D7p._ ill. 


- 18404 - 
INSTITUTE FOR ENVIRONMENTAL QUALITY. 
report. 1976. [Chicago] 20p. ill. 


Annual 


INSTITUTE FOR ENVIRONMENTAL QUALITY. 
document, |Chicago] 


- 18405 - 

77/02. Impact of multiple pollutants on emergency 
room admissions, prepared by Tsukasa Namekata 
and Bertram W. Carnow. 1976. xxiii, 357 p. 
ill. 77-623655 


- 18406 - ‘ 

LEGISLATIVE COUNCIL, Illinois legislative directory, 
1977, {By Charles R. Burns and Marilyn Flynn, 
Springfield] i,57p. ill, annual. 

Title varies: Legislative directory. 


- 18407 - 
LEGISLATIVE INVESTIGATING COMMISSION. Cur- 
rency exchanges; a report to the Illinois General As- 
sembly. Chicago, 1977. vii, 62 p. 77-623762 


- 18408 - 
NORTHEASTERN ILLINOIS UNIVERSITY, Chicago, An- 
nual financial report. 1975/76. [Chicago] 36 p. 
Report year ends June 30, 


- 18409 - 
NORTHERN ILLINOIS UNIVERSITY, DeKalb. Financial 
report. 1975/76. [DeKalb] 20p. ill. annual, 


- 18410 - 
OFFICE OF THE AUDITOR GENERAL, Annual report 
of the auditor general. 1976. [Springfield] 52 p. 
ill, 


- 18411 - 
OFFICE OF THE COMPTROLLER. 
of drainage district finance in Illinois, 
1973/74, [Springfield] 2v. annual. 


Statewide summary 
1972/73- 
76-641724 


- 18412 - 
OFFICE OF THE COMPTROLLER, 
of park district finance in Illinois, 
[Springfield] 2v. ill. annual. 


Statewide summary 
1972/73-1973/74, 


76-641726 


- 18413 - 
OFFICE OF THE COMPTROLLER, Statewide summary 
of sanitary district finance in Illinois, 1972/73- 
1973/74, {Springfield} 2v. annual. 76-641727 


- 18414 - 

OFFICE OF THE COMPTROLLER, Statewide summary 
of special district finance in Illinois, 1972/73- 
1973/74, [Springfield] 2v. ill. annual, 

76-641725 


ILLINOIS 


- 18415 - 
OFFICE OF THE COMPTROLLER. 
of township finance in Illinois. 
field] 40,40, 39,39,3,3 p. 


Statewide summary 
1972/73. [Spring- 
annual. 76-641728 


- 18416 - 
STATE BOARD OF EDUCATION. Responsibility, educa- 
tion and voting. [Springfield, 1976?] folder. 
Issued in cooperation with the State Board of Elec- 
tions, 
STATE WATER SURVEY. Circular. Urbana, 
- 18417 - 
126, Maximum 5-minute and hourly rainfalls on 
Metromex network, 1971-1975, by F.A. Huff and 
J.L. Vogel. 1977, 81p. ill. 77-623755 


STATE WATER SURVEY. 
Urbana. 


Report of investigation, 


- 18418 - 
83. Water resources availability, quality, and cost 
in northeastern Illinois, by Richard J. Schicht, 
J. Rodger Adams, and John B, Stall. 1976, 
90 p. ill. 77-6237 54 


18419 - 
TEACHERS' RETIREMENT SYSTEM. Annual report, 
37th; 1975/76. [Springfield] unpaged. ill. 
Title varies: Report of the board of trustees, 
Report year ends June 30, 41-52818 


- 18420 - 

UNIVERSITY OF ILLINOIS, Urbana. Board of Trustees, 
Transactions ,.. report. 58th; . Urbana. 
ix, 759 p. biennial. 

Report period ends June 30, 


UNIVERSITY OF ILLINOIS, Urbana. College of Agri- 
culture. Special publication, Urbana, 


- 18421 - 

46. Soil associations of Knox County, iilinois |by 
J.B. Fehrenbacher and others, Prepared in coop- 
eration with the U.S, Soil Conse: vation Service, 
1977] 27p. ill. 


UNIVERSITY OF ILLINOIS, Urbana. Dept. of Agricul- 
tural Economics, AERR. Urbanz. 


- 18422 - 
148, Rural settlement in the USSR and its relation 
to farm size [by] Michael D. Zahn. 1977. 
25 p. ill. 77-623789 


UNIVERSITY OF ILLINOIS, Urbana, Dept. of Civil 


Engineering. Civil engineering studies. Structural 
research series, Urbana. 


- 18423 - 
438, Analysis procedure for finite frictional contact 
problems using interface finite elements, by J. L. 


Urzua [and others] 1977, 


Thesis. 


vii, 1152p. ill. 


UNIVERSITY OF ILLINOIS, Urbana. Dept. of Computer 
Science. Report. Urbana. 


- 18424 - 

UIUCDCS-R-76-782, Details of an experimental video- 
tape evaluation of an interactive exam system, by 
Richard Doring, Lawrence R. Whitlock [and] 
Wilfred J, Hansen, 1976, 81 p. 

Series title not on publication. 77-623642 


- 18425 - 
UIUCDCS-R-76-791. PASCAL-11 programming 
system, by Arthur Ian Stocks, 1976, iv, 107 p. 
Series title not on publication, 
Thesis, 77-623643 


- 18426 - 

UIUCDCS-R-77-793, Synthesis techniques for trans- 
formations on tree and graph structures, by 
Gregory L. Chesson, 1977. vi,204p. ill. 

Thesis, 77-623756 


- 18427 - 

UIUCDCS-R-77-835, Performance analysis of multi- 
processor systems containing functional dedicated 
processors, by Jane W.S, Liu [and] Chung L, Liu, 
1977, 22p. ill. 

Series title not on publication, 77-623644 


- 18428 - 

UIUCDCS-R-77-846, The VL relational data sublan- 
guage for an inferential computer consultant, by 
Richard Neal Schubert. [1977] iii, 62 p. 

Series title not on publication, 
Thesis (M. S.) 


- 18429 - 

UIUCDCS-R-77-847, NOR (NAND) network design: 
error-compensation procedures for fan-in and 
fan-out restricted networks (NETTRA-E1-FIFO 
and NETTRA-E2-FIFO), by Jackson Kwo-Chain Hu, 
1977, iv,96p. ill. 

Thesis (M, S,) 


- 18430 - 
UIUCDCS-R-77-849, Level-restricted NOR network 
transduction procedures, by K.C. Hu. 1977. 
96 p. ill, 77-623645 


- 18431 - 

UIUCDCS-R-77-856. GIMLI and GIML; a machine 
and programming language for low cost interactive 
graphical systems, by Neal Michael Hennegan. 
1972 [i.e. 1977] v,56p. ill. 

Thesis (M.S. ) 


- 18432 - 

UIUCDCS-R-77-858, A code for zero-one integer 
programming; ILLIP-2 (a programming manual for 
ILLIP-2), by Ming Huei Young [and others] 1977. 
iv,174p. ill. 77-6237 57 


- 18433 - 

UIUCDCS-R-77-859. Scheduling periodic-time-criti- 
cal jobs on single processor and multiprocessor 
computing systems, by Sudarshan Kumar Dhall. 
1977. v, 111 p. ill. 

Thesis. 77 -623758 


- 18434 - 
UIUCDCS-R-77-860, Decomposition of graphs into 
trees, by S, Zaks and C.L. Liu. 1977, 12p. 


Series title not on publication. 77-623646 


- 18435 - 
UIUCDCS-R-77-861. A PASCAL compiler, by Yao- 
Ching Stephen Chen. [1977] vi,68p. ill. 
Series title not on publication, 
Thesis (M. S, ) 


- 18436 - 
UIUCDCS-R-77-862, Gaussian elimination and numer- 
ical instability, by Robert D, Skeel. 1977, 62p. 
Series title not on publication. 77-623647 


UIUCDCS-R-77-864. of Ramsey 
Theory for graphs -- with stars and complete 
graphs as forbidden subgraphs, by K.M. Chung, 
M.L. Chung and C.L. Liu. 1977, 8p. 

Series title not on publication. 77-623648 


UIUCDCS-R-77-866, language for con- 
tinuous network simulation, by Thomas Fred Runge. 
1977. vi, 153 p. ill. 

Series title not on publication. 
Thesis. 77-623649 


- 18439 - 

UIUCDCS-R-77-868, Run time support for the TUTOR 
language on a small computer system, by Douglas 
Warren Jones, Rev. 1977. v,87p. ill. 

Thesis (M.S. ) 


- 18440 - 
UIUCDCS-R-77-869, Inductive inference in the 
variable valued predicate logic system VL 
methodology and computer implementation, 
by James B, Larson, 1977, vi,145p._ ill. 
Thesis, 77-623759 


- 18441 - 

UIUCDCS-R-77-874. Toward computer-aided induc- 
tion: a brief review of currently implemented 
AQVAL programs, by Ryszard S, Michalski. 1977, 
151. ill. 

Series title not on publication. 77-6236 50 


- 18442 - 
UIUCDCS-R-77-876, INDUCE-1: an interactive induc- 
tive inference program in VL,, logic system, by 
James B. Larson, 1977, p- 77-623760 


- 18443 - 

UNIVERSITY OF ILLINOIS, Urbana. Dept. of Food Sci- 
ence. Soybean processing using low level technology; 
Soybean food processing terminal report... 1 April 
1976 to 31 October 1976, by Alvin I. Nelson and Les 
K. Ferrier. Urbana[1976?] 34p. ill. 


- 18444 - 

UNIVERSITY OF ILLINOIS, Urbana. Graduate School 
of Library Science. Proceedings of the 1973 Clinic 
on Library Applications of Data Processing: net- 
working and other forms of cooperation; papers pre- 
sented at the 1973 Clinic on Library Applications of 
Data Processing [held] April 29-May 2, 1973, Edited 
by F. Wilfrid Lancaster, Urbana [1973] vi, 185 p. 
ill. 65-1841 


- 18445 - 

UNIVERSITY OF ILLINOIS, Urbana. Krannert Art 
Museum. Ancient Andean arts in the collections of 
the Krannert Art Museum, by Alan R. Sawyer. 
Urbana [c1975] viii, 183 p. ill. 75-13962 


- 18446 - 

UNIVERSITY OF ILLINOIS, Urbana, Water Resources 
Center. 1975-1976 progress report |by Cathy Coff- 
man] Urbana [1976?] iii,65p. ill. (Its UILU 
WRC 77 0001) _ 


- 18447 - 

UNIVERSITY OF ILLINOIS AT CHICAGO CIRCLE, Cen- 
ter for Research in Criminal Justice. Some problems 
in the evaluation of criminal justice programs: the 
case of volunteer court counselors and volunteers in 
probation, by Hans W. Mattick and Broderick E. 


Reischl, Chicago, 1975. 73 p. 77-623792 
INDIANA 
- 18448 - 
DEPT. OF PUBLIC INSTRUCTION. Publications, 


Indianapolis [n.d. 8] p. 


- 18449 - 
DEPT. OF PUBLIC INSTRUCTION, Division of Instruc- 
tional Media. But not alone; a multi-ethnic bibliogra- 


phy of non-book materials, (Indianapolis, 1976] 
vi,50p. ill, 17-623787 


- 18450 - 

DEPT. OF PUBLIC INSTRUCTION, ESEA Title II. 
Project CHILD. The community as a resource: 
program planning for the elementary school [by Ruth 
Swank and others. Indianapolis] 1976, 59p. ill. 

Issued in cooperation with the Anderson Community 
Schools, 


- 18451 - 

DIVISION OF AGRICULTURE AND RURAL DEVELOP- 
MENT. Indiana rural endowment program, [In- 
dianapolis] 1977. [8]p. ill. 

Issued by the division under a variant name: Agri- 
culture Division. 


INDIANA 


- 18452 - 
DIVISION OF STATE PARKS, Chain Lakes State Park. 
Rev, (Indianapolis, n.d, 2]p. ill. 


- 18453 - 
DIVISION OF STATE PARKS, Indiana Dunes State Park; 
established in 1925;2182 acres, Chesterton, Indiana, 
{Indianapolis,n.d. 2]p. ill. 


- 18454 - 
[DIVISION OF STATE PARKS] Indiana State parks inns, 
[Indianapolis, n.d.] folder, ill. 


- 18455 - 

DIVISION OF STATE PARKS, Lincoln State Park and 
Lincoln Boyhood National Memorial, Lincoln City, 
Indiana; establised [sic] 1932; 1,731 acres. [In- 
dianapolis, n.d. 2]p. ill. 


- 18456 - 
DIVISION OF STATE PARKS. Ouabache State Recrea- 
tion Area, established in 1962; 1,037 acres, Rev. 
[Indianapolis, n.d, 2]p. ill. 


18457 - 
DIVISION OF STATE PARKS, Pokagon State Park, 
established 1925; 1173 acres. ([Indianapolis, n.d. 
ill. 


- 18458 - 
DIVISION OF STATE PARKS, Shades State Park, 
established in 1947; 2,970 acres; Waveland, Indiana. 
Rev. [Indianapolis, n.d. 2]p. ill. 


- 18459 - 
DIVISION OF STATE PARKS, Spring Mill State Park, 
Mitchell, Indiana, established in 1927, 1319 acres, 
[Indianapolis, n.d. 2]p._ ill. 


- 18460 - 
DIVISION OF STATE PARKS, Tippecanoe River State 
Park; Winamac, Indiana, established 1943; 2, 761 
acres, Rev. [Indianapolis, nd. 2]p. ill, 


- 18461 - 
DIVISION OF STATE PARKS. Turkey Run State Park, 
Marshall, Indiana; established in 1916; 2, 282 acres, 
Rev. [Indianapolis, n.d, 2]p. ill. 


- 18462 - 
DIVISION OF STATE PARKS, Versailles State Park, 
established in 1943; Versailles, Indiana; 5, 897 acres, 
[Indianapolis, n.d. 2]p. ill, 


- 18463 - 
EMPLOYMENT SECURITY DIVISION, Average weekly 
hours in selected nonmanufacturing industries; 1976 
summary. Indianapolis,1977, [1] 1. 


~ 18464 - 

EMPLOYMENT SECURITY DIVISION, Research and 
Statistics Division. Indiana labor market, region] s] 
1|-14] profile of economic regions; population, com- 
muting, industry composition, occupational demand, 
(Indianapolis, n.d,] 14v. ill, 


991 


- 18465 - 

EMPLOYMENT SECURITY DIVISION, Research and 
Statistics Section. Staffing patterns in selected 
nonmanufacturing industries in Indiana; an occupa- 
tional employment statistics survey. Conducted in 
cooperation with the U.S, Bureau of Labor Statistics 
and the Employment and Training Administration. 
[Indianapolis] 1976, vi,88p. ill. 


Cover title: Indiana labor market; staffing pat- 
terns in selected nonmanufacturing industries; oc- 
cupational employment statistics program. 

77-623766 


- 18466 - 
GENERAL ASSEMBLY. Select Committee on the Centen- 


nial History of the Indiana General Assembly, 1816; 
one hundred Indiana General Assemblies, I977-78 [by 
Dale Burgess. Prepared in cooperation with the Leg- 
islative Council. 3ded. Indianapolis,1977] 15 p. 
ill. 

Committee created by Acts of 1976, Public law no, 
151, effective Apr. 1, 1976. 


- 18467 - 
INDIANA UNIVERSITY, Bloomington, International De- 


velopment Research Center, Issues in the theory 
Spulber, Bloomington [n.d] 691. (Its Working 
paper) 77-623785 


INDIANA UNIVERSITY, Bloomington, Lilly Library. 
Publication. [Bloomington] 


- 18468 - 
29. The search for Troy, 1553-1874; an exhibit, 
prepared and described by A.C. Lascarides. 
1977, 80p. ill. 77-623547 


- 18469 - 

INDIANA UNIVERSITY, Bloomington. School of Public 
and Environmental Affairs. Poplars Research and — 
Conference Center. A community of research & 
service, Bloomington, 1977, 44,2,21.+ ill. 

$3. 00. 


- 18470 - 
LAWS, STATUTES, ETC. Indiana business take-over 
law, IC 1971, 23-2-3, [Indianapolis] L. Conrad, 
secretary of state, 1976. 15 p. 


- 18471 - 
LEGISLATIVE COUNCIL. Fiscal Analysis Division. 
Handbook of taxes and appropriations, Indiana. 
[Indianapolis] 1976, 38 columns. 

Tssued by the division under a variant name: 
Office of Fiscal and Management Analysis. 


- 18472 - 
PERSONNEL DIVISION, State of Indiana classification 
plan and salary schedule, 


Indianapolis, 1977, 138 p. 
77-623767 


- 18473 - 
PRIVATE SCHOOL ACCREDITING COMMISSION. Rules 
and regulations ... promulgated Devember 10, 1975... 


[Indianapolis, n.d.] iiii, 31 p. 

- 18474 - 

PURDUE UNIVERSITY, Lafayette. HTFFR kinetics 
studies of Al + CO2 9 aI0 + CO from 300 to 1800 K, 
a non- Arrhenius reaction, by Arthur Fontijn and 
William Felder, [West Lafayette] 1977. 32p. ill. 
(U.S, Office of Naval Research, Project SQUID. 
Technical report AC-16-PU) 


- 18475 - 

PURDUE UNIVERSITY, Lafayette. A shock tube study of 
the Hp/O2/CO/Ar and H /N,0/CO/Ar systems, by 
Anthony M. Dean, Don é einer and Edward E, Wang. 
West Lafayette, 1977. 31lp. ill. (U.S, Office of 
Naval Research. Project SQUID. Technical report 
UMO-2-PU) 


- 18476 - 

PURDUE UNIVERSITY, Lafayette. Unsteady transonic 
flows with shock waves in an asymmetric channel, by 
John S.-K. Chan and T.C, Adamson, Jr. West La- 
fayette,1977. 37p. ill, (U.S. Office of Naval Re- 
search, Project SQUID. Technical report MICH-17- 
PU) 


PURDUE UNIVERSITY, Lafayette. Engineering Experi- 
ment Station, Joint Highway Research Project. TRe- 
port] West Lafayette, 


- 18477 - 

JHRP-76-13-14. Morphology of the paste-aggregate 
interface; final report, by Bobby David Barnes. 
Conducted in cooperation with the State Highway 
Commission and the Federal Highway Administra- 
tion. 1976. 2v. ill. 

Available from the National Technical Informa- 
tion Service, Springfield, Va. 22101. 


- 18478 - 

JHRP-76-30. A study of the design parameters for 
asphalt emulsion treated mixtures; interim report, 
by Ahmed Atef Gadallah. Conducted in cooperation 
with the State Highway Commission and the Federal 
Highway Administration. 1976. xv, 1881. ill. 

Available from the National Technical Informa- 
tion Service, Springfield, Va. 22161. 


- 18479 - 

STATE BOARD OF VOCATIONAL-TECHNICAL EDUCA- 
TION. Resources for planning: a collection of inform- 
ative maps for use in vocational and technical planning, 
Prepared in cooperation with the State Advisory Coun- 
cil on Vocational Education, [Indianapolis, 1976] 
unpaged, ill. 


~ 18480 - 

STATE HIGHWAY COMMISSION, Division of Planning. 
Indiana State highway system, 1977, Tindlanapolis] 
col. map on sheet 55 x 85 cm, fold, to 11 x 22 cm, 
annual, 


Title when folded: Indiana official highway map. 
Free, 


- 18481 - 
STATE HIGHWAY COMMISSION, Division of Planning. 
Urban Planning Dept. Title VI compliance efforts 
of the metropolitan planning organizations, ([Indi- 
anapolis] 1977. 121. 
Cover title: Inventory of the metropolitan planning 
organizations; compliance efforts. 


- 18462 - 

STATE MUSEUM, Indianapolis. Freckles, by Gene 
Stratton-Porter. Decorations by E. Stetson Craw- 
ford. Cover design by Russell R. Jehs. Indianapolis, 
1977. 188p. ill. 74-145241 


- 18483 - 

SUPREME COURT. Reports of the cases decided in the 
Supreme Court of Indiana. Vol. 263; Feb, 24/Dec, 10, 
1975, [Indianapolis] C.E. Pauley & Co., Inc. 

lii, 730 p. 1-30100 


IOWA 


- 18484 - 
BEER AND LIQUOR CONTROL DEPT. 
1975/76. [Des Moines] 34p. ill. 
Report year ends June 30, 


- 18485 - 
DEPT. OF ENVIRONMENTAL QUALITY. 
ment of Environmental Quality: '75-'76. 
1976?] 18 p. 


Annual report. 


Iowa Depart- 
[Des Moines, 


ill. 
Dept. created by Acts of 1972, Ch, 1119, effective 
Jan. 1, 1973. 


IOWA STATE UNIVERSITY OF SCIENCE AND TECH- 
NOLOGY, Ames. Cooperative Extension Service, 
PM. Ames, 


18486 - 
736, The sizing dilemma, prepared by Rae iteilly. 
Edited by Elizabeth Perkins. 1977, folder. 
ill, 


- 18487 - 
756. Finger plays and action verses for children, 
by Dorothy Pinsky. 1977, 20p. ill. 


- 18488 - 
781, Deplodia tip blight, prepared by A.H. Epstein. 
1977, [1]1. ill. 


18489 - 
785. Iowa timber prices, prepared by Paul H. Wray 
1977, [2]p. ill. 


~ 18490 - 

786, Combine ownership or custom hire: after-tax 
costs, prepared by George E. Ayres and James 
M. McGrann, 1977, 3p. ill. (Its Machinery 
management series) 


- 18491 - 
PRINTING BOARD. Iowa official register. 
1977-78, Joni Keith, editor. 
448 p. ill. biennial. 


Vol. 57; 
[Des Moines] 
10-11583 


KANSAS 


- 18492 - 
PROPERTY TAX DIVISION, Property valuation report. 
1976, [Des Moines] ii,361. ill. 


- 18493 - 
STATE DEPT. OF TRANSPORTATION, 
1975/76, |Des Moines] 14p._ ill. 


Annual report. 


KANSAS 


- 18494 - 
New manufacturing industry in Kansas, 
[Topeka] 4v. annual. 


- 18495 - 

ADULT AUTHORITY. Biennial report. 
July 1, 1974 - July 1, 1974/July 1, 1976. 
2v. 

Name changed from the Board of Probation and 
Parole and established by the 1973 Legislative session 
for implementation and operation effective July 1, 1974, 


July 1, 1972/ 
| Topeka] 


- 18496 - 
ADULT AUTHORITY. Regulations, 


161. 


Topeka, 1976, 


- 18497 - 
ATTORNEY GENERAL. Antitrust Division. Kansas 
antitrust laws; a handbook for attorneys and consumers. 
[Topeka, 1975] ii, 25,6, 5,3 p. 77-623617 


- 18498 - 

BUREAU OF MATERNAL AND CHILD HEALTH. Regu- 
lations for day care homes for children, effective 
January 1, 1970, reissued February1, 1976. Pre- 
pared in cooperation with the Division of Children and 
Youth, Dept. of Social and Rehabilitation Services. 
[Topeka, 1976?] 11 p. 

Cover title: Day care homes for children; regula- 
tions for licensing. 


- 18499 - 

BUREAU OF REGISTRATION AND HEALTH STATISTICS, 
Research and Analysis Section. Kansas agricultural 
accidental death report. 46th; 1975. Prepared [in 
cooperation with the Data Processing Section] Bureau 
of Registration and Health Statistics. [Topeka] 22 p. 
itl, annual, 

Single copies free, 


- 18500 - 
DEPT, OF ADMINISTRATION, Division of Accounts and 
Reports. Financial report. 23d; 1975/76. [Topeka] 
v. ill. annual. 
Report year ends June 30, 


- 18501 - 
DEPT. OF ADMINISTRATION, Division of Accounts and 


Reports, Manual for: old age and survivors insur- 
ance (social security) participation. Rev. Topeka, 


1976, 211. ill. 


55-62640 


- 18502 - 

DEPT, OF ADMINISTRATION, Telecommunications 
Office. The Kansas agency network; KANS-A-N; 
telephone directory. 1st ed.; 1976, [Topeka] 
ill. 


KANSAS 


- 18503 - 
DEPT. OF CORRECTIONS, Kansas jails; an annual 
report, 1st - [2d] July 1/Dec.31, 1975-76, [Topeka] 
2v. 
1975 issue has title: Annual jail inspection report. 
1976 issue has cover title: Annual jail inspection 
report, prepared by Harold D, Samuels, Larry E. 
Dixon and Dale R. Bohannon, 


- 18504 - 

DEPT, OF CORRECTIONS. State of Kansas... eight- 
year master plan;management summary, prepared by 
Touche Ross & Co, [Topeka]1976. 21p. ill. 


- 18505 - 

DEPT. OF ECONOMIC DEVELOPMENT. The Kansas 
Ozarks Regional Commission State development plan 
update. 2d; 1976. [Topeka] i, 79p._ ill. annual. 

Cover title: "76 update; Kansas Ozarks Regional 
Commission, 


~ 18506 - 

D|EPT, OF] E[CONOMIC} Dj|EVELOPMENT] Research 
Division, New manufacturing industries in Kansas, 
(alphabetically by cities), 1973-76. [Topeka] 
4v. 


- 18507 - 

DEPT. OF HEALTH AND ENVIRONMENT. Balanced 
perspective on the health of Kansans; life style, 
environment, health system; needs and priorities. 
Ist; 1976/77. Topeka. 151. annual. 


- 18508 - 
DEPT. OF HEALTH AND ENVIRONMENT. Directory 
of adult care homes. 1977. |Topeka] 49 p. 


- 18509 - 

DEPT. OF TRANSPORTATION, Planned transportation 
programs, Prepared in cooperation with the Federal 
Highway Administration, |Topeka] 1976, iii, 60 p. 
ill, 


- 18510 - 

DIVISION OF EMPLOYMENT. Kansas balance-of-state; 
fiscal year 1977; comprehensive employment & train- 
ing program. [Rev. Topeka,1977] 214p. ill. 

77-623874 


- 18511 - 
DIVISION OF ENTOMOLOGY, Kansas cértified nur- 
series and plant growers, Sept.1,1977. Topeka. 
12p. annual. 


- 18512 - 

DIVISION OF ENVIRONMENT. Occupational Health 
Section. Kansas occupational injuries and illnesses 
survey. 1973-75. [Topeka] 3v. ill. 

1974-75 issues prepared by Judy Allman and Mag- 
gie Fuhr. 

1973 issued by the section under a variant name: 
Occupational Safety and Health Survey Unit. 

Issued in cooperation with the U.S. Bureau of 
Labor Statistics. 


EMPORIA KANSAS STATE COLLEGE, School: of 
Graduate and Professional Studies, The Emporia 


State research studies, Emporia. 


- 18513 - 
v.25, no.4. Parsons, behavioralism, and the 
notion of responsibility, by Walter B. Roettger, 
1977, “3p. 77-623801 


- 18514 - 

FORT HAYS KANSAS STATE COLLEGE, Hays. Annual 
financial report. 1972/73-1974/75. Hays. 3 v. 

ill 


Report year ends June 30, 


- 18515 - 


GOVERNMENTAL ETHICS COMMISSION. Annual re- 


port and recommendations to the Governor and the 
Legislature. 1st-2d; May 10, 1974/June 30, 1975; 
July 1, 1975/June 30,1976. Topeka. 2 v. 

Commission created by Session laws, 1974, Ch. 395, 
effective Mar. 14, 1974, duties and powers being trans- 
ferred from the Committee on Governmental Ethics. 


- 18516 - 


HISTORIC SITES SURVEY. Historic preservation in 


Kansas. Vol. 2. Supplement to the inventory of 
historic sites. 1973/74-1975/76. Topeka. 3v. ill. 
annual. 

Vol. numbering not on the 1976 issue. 

Report year ends June 30. 


- 18517 - 


HISTORIC SITES SURVEY. Historic preservation in 


Kansas. Vol.3. Kansas annual preservation program. 
1972/73, 1974/75-1976/77. Topeka. 4v. ill, 

1972/73 issue has title: Kansas annual perservation 
program, 


- 1851 
JUDICIAL COUNCIL. Annual report. 50th; 1975/76. 


[Topeka] 76 p. 
Report ends June 30. 
Issued as its Bulletin, Dec. 1976. 


Includes Courts Days 1977. 28-27198 


~ 18519 - 
LAWS, STATUTES, ETC, Kansas election laws, 


1977, Compiled by Elwill M. Shanahan, secretary 
of state. Topeka. 207p.+ ill. 


LEGISLATIVE DIVISION OF POST AUDIT, Audit report. 
Topeka. 


- 18520 - 
75-PA3. Program audit; management of surplus; 
State-held land. 1976, various pagings, ill. 
77-623770 


- 18521 - 
76-PA2, Management audit; selected support services 
at the University of Kansas Medical Center, 1976. 
xi, 55, Al, BS, C26 p, 


- 18522 - 

LEGISLATIVE RESEARCH DEPT. Corporate in- 
volvement in agriculture, by Donald L. Jacka, Jr. 
and Walter L. Smiley, Jr. [Topeka] 1975, iii, 37 p. 
ill, 77-623765 

~ 18523 - 

LEGISLATIVE RESEARCH DEPT, 
summary of legislation, 1976, 
147, xxix p. 


Kansas Legislature; 
[Topeka] 1976, 
77-623800 


- 18524 - 
REVISOR OF STATUTES, Kansas administrative regu- 
lations. 1973 suppl. [Topeka] various pagings 
(loose-leaf) annual. 66-64144 


- 18525 - 
STATE BOARD OF AGRICULTURE, Kansas agricul- 
ture; annual report. 58th; July 1, 1974/July 1, 1975. 
[Topeka] 239,102F p. ill. 12-34999 


- 18526 - 
STATE BOARD OF AGRICULTURE, Statistical Division, 
Farm facts. 1972/73 - 1974/75. [Topeka] 3 v. 
ill, annual. 54-62247 


- 18527 - 
STATE BOARD OF NURSING. Annuar!l [sic] report. 
1973/74-1975/76, [Topeka] 3v. ill. 
Report year ends June 30, 


- 18528 - 
STATE DEPT. OF EDUCATION. Division of Instruction. 


Vol.1. Projects in local educational agencies; program 
for neglected and delinquent children. 1975. [By 
Central Research Corporation. Topeka] 


- 18529 - 
STATE ECONOMIC OPPORTUNITY OFFICE, 
winterization, Topeka[n.d.] 17,31, ill. 
Office established by Session Laws, 1975, Ch. 
395, effective July 1, 1975. 


Guide to 


- 18530 - 
STATE ECONOMIC OPPORTUNITY OFFICE, Year 
end report, 1975-76. Topeka [19767] 84, 3,5 p. 
ill. 77-623776 


STATE GEOLOGICAL SURVEY. Bulletin. Lawrence, 


- 18531 - 

211, pt.2. Geology and structure of Cheyenne Bot- 
toms, Barton County, Kansas, by Charles K. 
Bayne. 1977. iii,12p. ill. (University of 
Kansas publications) 77-623775 


STATE GEOLOGICAL SURVEY. Energy resources 


series. |Lawrence] 
- 18532 - 
8. Oil and gas production in Kansas, 1975, By 
Douglas L. Beene. 164p. annual, GS49-167 


v, 97 ill. 


KANSAS 


- 18533 - 

STATE GEOLOGICAL SURVEY. Industrial location 
under uncertainty |by] Bernard J. Marks. [Lawrence] 
1976. 36 p. ill. (Its Kansas Geological Survey 
journal) 77-623778 


- 18534 - 
STATE GEOLOGICAL SURVEY. KanSas energy balance, 
1973, by Carol Zarley. Lawrence, 1974, 16 p. 
ill, (Its Kansas Geological Survey journal) 
77-623777 


STATE GEOLOGICAL SURVEY. 
Survey journal. Lawrence. 


Kansas Geological 


- 18535 - 
1, Proceedings of a Symposium on the Elements of a 
National Energy Policy and dedication of Raymond 


C. Moore Hall, September 28-29, 1973, Edited by 
Gary Alan Waldron, 1973, 8p. ill. 
$1.00. 77-623780 
- 18536 - 


6. The oil revolution and its repercussions for the 
United States, by Charles A. Heller. Sponsored by 
the Geological Survey, Dept. of Economic Develop- 
ment and the Kansas Association of Commerce and 
Industry. 1974, 15p. ill. 77-623781 

Free, 


- 18537 - 

7. Inventory of reserves and energy policy; presented 
at Energy Symposium II: Toward a Kansas Policy, 
Kansas State University, December 14, 1974, by 
William W. Hambleton, [1974] 10p._ ill. 

Free, 77-623782 


- 18538 - 

STATE GEOLOGICAL SURVEY, The position of the 
American major international oil companies after the 
oil revolution; a short review and outlook presented 
+e. at the Kansas University Student Union, Septem- 
ber 9, 1974, by Charles A, Heller, |Lawrence, 1974] 
17 p. ill. (Its Geological Survey journal) 


- 18539 - 

STATE GEOLOGICAL SURVEY. Repercussions of three 
years of oil revolution, inside and outside of the U.S, 
[by] W.J. Ebanks, Jr., Jack R. Thrasher [and] 
Charles A, Heller. Lawrence, 1977, 26p._ ill. 
(Its Kansas Geological Survey journal) 77-623779 


- 18540 - 
STATE HISTORICAL SOCIETY. Catalog of publications. 
No. 5[1974] Topeka. 14p. 


- 18541 - 

UNIVERSITY OF KANSAS, Lawrence, Environmental 
factors limiting to fishes in prairie streams - Neosho 
and Verdigris Rivers; final report; research project 
segment as required by Federal aid in fisheries res- 
toration act; Dingell-Johnson Project F-12-R; seg- 
ments 10 and 11; study no. IJ; report for the period 
1 July 1973 to 30 June 1975, by Glenn A. Lessenden. 
[Lawrence, 19767] v, 80p. ill. 

Issued in cooperation with the Fisheries Division, 
Forestry, Fish and Game Commission. 


KANSAS 


UNIVERSITY OF KANSAS, Lawrence. University 
of Kansas science bulletin. [Lawrence] 


- 18542 - 
v.51, no.6. Comparative anatomy of caecilian anter- 
ior vertebrae |by] Edward H. Taylor. 1977. 
220-231 p. ill. 77 -623807 


- 18543 - 
v.51, no.7. Geographical variation in nesting biology 
and social organization of Halictus ligatus, by 
1977. 
77-623809 


Charles D. Michener and Fred D, Bennett. 
234-260 p. ill. 


- 18544 - 

UNIVERSITY OF KANSAS, Lawrence. Museum of 
Natural History. List of publications (complete). 
Lawrence [1977] 17 p. 


UNIVERSITY OF KANSAS, Lawrence. Museum of 
Natural History. Occasional papers, Lawrence. 


- 18545 - 
66. The phylogeny and systematics of the Fundulus 
nottii species group (Teleostei: Cyprinodontidae), 
by E.O. Wiley. 1977. 30p. ill. 77-623811 


- 18546 - 
67. Reproduction, growth and development in two 


species of cloud forest Peromyscus from southern 
Mexico, by Eric A. Rickart. 1977. 22p. ill. 
77-623812 


- 18547 - 
68. A review of the taxonomy of the Sorex vagrans 
species complex from western Nor’ erica, by 


Darwen Hennings and Robert S. Hoffman, 1977, 
35 p. ill. 77-623813 
WATER RESOURCES BOARD, Bulletin. [Topeka] 


- 18548 - 

19, Fluvial sediment in the Arkansas River basin, 
Kansas, by W.R. Osterkamp. Prepared [in coop- 
eration with] the U.S. Geological Survey. 1977, 
vi, 91 p. ill 77-623771 


WICHITA STATE UNIVERSITY. 
Wichita. 


University studies, 


- 18549 - 
110. Attitudes toward some major social problems, 


by C.R. Borresen and Mike Meacham, 1977, 
13 p. (Its Bulletin, v.53, no, 1) 77-623810 


KENTUCKY 


AGRICULTURAL EXPERIMENT STATION, Lexington, 
Regulatory bulletin, Lexington. 


- 18550 - 
222, Annual report analyses of official fertilizer 


samples, 1975/76. [By D.L. Terry] 95 p. 
Report year ends June 30, 
Issued by the Division of Regulatory Services, 


- 18551 - 
AUDITOR OF PUBLIC ACCOUNTS, 
county audit report. 1975/76. 
Report year ends June 30, 

Includes its Excess fee audit report for calendar 
year 1976, 


Adair County; 
{Frankfort} 171. 


- 18552 - 
AUDITOR OF PUBLIC ACCOUNTS, Bullitt County, 
county audit report. 1975/76. |Frankfort] 
10, 2, 111. 
Report year ends June 30, 
Includes its Excess fee audit report for calendar 
year 1976. 


- 18553 - 


AUDITOR OF PUBLIC ACCOUNTS. Campbell County 


Circuit Court; master commissioner | report] 
Jan. 1, 1975/Jan. 6, 1976. 


|Frankfort| 21. 


- 18554 - 


AUDITOR O* PUBLIC ACCOUNTS, Crittenden County; 
county audit report |and] revenue sharing report. 
1974/75. [Frankfort] 10,8,81. 

Report year ends June 30, 

Includes its Excess fee audit report for calendar 
year 1975 and State audit report - June 12, 1974 to 
December 1, 1976. 


- 18555 - 
AUDITOR OF PUBLIC ACCOUNTS, Harrison County; 
State audit. Jan. 1, 1972/June 6,1976. [Frankfort. 
1} 1. 


- 18556 - 

AUDITOR OF PUBLIC ACCOUNTS, Hopkins County; 
county audit report |and] revenue sharing report. 
1974/75. [Frankfort] 10, 2,91. 

Includes its Excess fee audit report for calendar 
year 1975 and State audit report - March 1, 1975 to 
January 1, 1977. 


- 18557 - 
AUDITOR OF PUBLIC ACCOUNTS, 
county audit report. 1975/76. 
Report year ends June 30. 
Includes its Excess fee audit report for calendar 
year 1976, 


Logan County; 
{Frankfort] 301, 


~ 18558 - 
AUDITOR OF PUBLIC ACCOUNTS, 
county audit report. 1975/76, 
Report year ends June 30. 
Includes its Excess fee audit report for calendar 
year 1976, 


Powell County; 
[Frankfort] 191, 


- 18559 - 
AUDITOR OF PUBLIC ACCOUNTS, 
county audit report. 1975/76, 
Report year ends June 30, 


Includes its Excess fee audit report for calendar 
year 1976, 


Wolfe County, 
|Frankfort] 151, 


~ 18560 - 
BUREAU FOR SOCIAL INSURANCE, Center for Pro- 


ram Development. Public assistance in Kentucky. 
[Frankfort] iia, 39 p. (Its PA-264 report 
series) 


- 18561 - 
DEPT. OF COMMERCE, Division of Research and 
Planning, Industrial resources ... Kentucky. 


[Frankfort] 67-64516 


Beattyville. Prepared in cooperation with the city 
of Beattyville. 1977, vi,3lp. il. 


Frankfort, Prepared in cooperation with the Frank- 
fort-Franklin County Chamber of Commerce. 
1977, v,46p. ill. 


Fulton, Prepared in cooperation with the Fulton-South 
Fulton Chamber of Commerce, 1977, vi, 37p. 
ill, 


Somerset and Burnside. Prepared in cooperation with 
the Somerset-Pulaski County Chamber of Com- 
merce and the Burnside Area Chamber of Com- 
merce, 1977, v,53p._ ill. 


Stanford. Prepared in cooperation with the Lincoln 
County Chamber of Commerce, 1977. viii, 36 p. 
ill. 


- 18562 - 

DEPT. OF TRANSPORTATION. State Road Fund... 
report on examination of financial statements and 
supplemental data; other funds administered ... 
special report on examination of statement of allot- 
ments and expenditures of other funds administered ... 
gl [By] Coopers & Lybrand. [Frankfort] 

Report year ends June 30. 


- 18563 - 
LEGISLATIVE RESEARCH COMMISSION. Court of 
justice; a look at Kentucky's new judicial system, 


prepared by Patricia M. Hopki..s. 
iii, 14p. ill. 


Frankfort, 1977. 


- 18564 - 

LEGISLATIVE RESEARCH COMMISSION, 1977 Kentucky 
administrative regulations service containing regula- 
tions promulgated by administrative agencies of the 
Commonwealth of Kentucky in effect as of July 6, 1977, 
Vols. 1-2. [Frankfort, 1977] 2 v. 


Complete in 4 v, 77-623546 


LEGISLATIVE RESEARCH COMMISSION, 
report. Frankfort. 


Research 


- 18565 - 
132, Kentucky's kindergarten program: four years 
later, prepared by Janie L. Jones. 1977. iv, 39 p. 
77-623793 


- 18566 - 
REGISTRY OF ELECTION FINANCE, 
and general election; report, 1976, 
64p. annual. 
Title varies slightly. 


Kentucky primary 
Frankfort, 


74-647693 


LOUISIANA 


- 18567 - 

UNIVERSITY OF KENTUCKY, Lexington. Office of Re- 
search and Engineering Services, Selected papers 
Trom a conference ciilitled: Focusing on energy [held] 
January 22-23, 1976. Sponsored by [the] Dept. of 
Energy [and others] Lexington, 1976. 31p. ill. 
(University of Kentucky. Institute for Mining and Min- 
erals Research. IMMR24-M3-76) 

$4.00 a copy; $1.50 microfiche. 


LOUISIANA 


AGRICULTURAL EXPERIMENT STATION, Baton I.ouge. 
Bulletin. [Baton Rouge] 


- 18568 - 
699. Runoff from a pastured watershed in Louisiana 
[by] Tom S. Chisholm. 1977, 15p. ill 


AGRICULTURAL EXPERIMENT STATION, Baton Rouge. 
Circular. [Baton Rouge] 


- 18569 - 
104, Some facts about methyl parathion contamination 


of clothing in cotton fields & its removal by home 
laundering |by] Etta Lucille Finley |and others| 
1977, Tp. 


AGRICULTURAL EXPERIMENT STATION, Baton Rouge. 
Dept. of Agricultural Economics and Agribusiness, 
AEA information series. |Baton Rouge] 


- 18570 - 
42, Changes in Louisiana agriculture, by parishes and 


by type of farming areas, 1964-1974 |by] Lonnie L. 
Fielder, Jr. 1977. iv,5p.4 77-6236 52 


AGRICULTURAL EXPERIMENT STATION, Baton Rouge. 
Dept. of Agricultural Economics and Agribusiness, 


D. A, E. research report. [Baton Rouge] 


~ 18571 - 
515. Cotton and soybean production costs and re- 


turns estimates for Louisiana, 1977, by Kenneth 
W. Paxton, 1977. 61p. ill. 


- 18572 - 
516. Customers’ evaluation of farmers' markets in 
Louisiana [by Ewell P. Roy, Donald G. Leary and 
Jerry M. Law] 1977. 43p._ ill. 


- 18573 - 

517. An economic analysis of a reserve stock pro- 
gram for rice in the United States (a technical 
publication) [by] Francis X. O'Carroll and Harlon 
D. Traylor. 1977. iii,76p. ill. 77-6236 51 


- 18574 - 

518. Limited-resource agricultural supply and 
marketing cooperatives in Louisiana, by Ewell 
P, Roy and Donald G, Leary. 1977, i, 44p. 
ill. 


LOUISIANA 


- 18575 - 

CENTRAL TRAFFIC RECORD AND STATISTICAL SEC- 
TION. Summary of motor vehicle traffic accidents; 
rural Louisiana. 1976. [Baton Rouge] 51, 


- 18576 - 
CENTRAL TRAFFIC RECORD AND STATISTICAL SEC- 
TION. Summary of motor vehicle traffic accidents; 
urban Louisiana. 1976. [Baton Rouge] 51. 


- 18577 - 
COMMISSION ON INTERGOVERNMENTAL RELATIONS, 
Comprehensive plan for Caldwell Parish, Louisiana; 
utilities study [by William Wayne Miller] Prepared 
by William Miller Planning Associates. [Baton Rouge| 


1977. 241. ill 

Cover title: Caldwell Parish, Louisiana; utility 
study. 

$6. 00. 


C1074-02. 


- 18578 - 
COMMISSION ON INTERGOVERNMENTAL RELATIONS, 
Comprehensive plan for Delhi, Louisiana; public facili- 
ties [by Oliver W. Schulz, Jr.] Prepared by William 
Miller Planning Associates, [Baton Rouge] 1976, 
251. ill. 
Cover title: Public facilities; Delhi, Louisian, 
$6. 20. 
D1074-1, 


- 18579 - 

COMMISSION ON INTERGOVERNMENTAL RELATIONS, 
Comprehensive plan for Tensas Parish, Louisiana; 
utilities study [by William Wayne Miller] Prepared by 
William Miller Planning Associates, [Baton Rouge] 
1976, 231. ill. 

$4, 00, 
7T1074-1, 


- 18580 - 

COMMISSION ON INTERGOVERNMENTAL RELATIONS, 
Red River Parish public facilities study [by Thomas 
R. Smith] Prepared by Coordinating and Develop- 
ment Council of Northwest Louisiana. [Baton Rouge, 
1976] 133 1.+ ill. 

Cover title: Public facilities study; ''A compre- 
hensive inventory and analysis of existing public fa- 
cilities within Red River Parish," 

Available from the Coordinating & Developme nt 
Council of NW Louisiana, 3305 Mansfield, Rd., P.O. 
Box 37005, Shreveport, La.; and the Red River 
Courthouse, Coushatta, La. 


- 18581 - 
DEPT. OF CONSERVATION. The impact of oil and gas 


exploration, development, and production on the 

Outer Continental Shelf on Louisiana: background and 
methodology, by Stephen Farber and David B, Johnson, 
[Prepared] for the Dept. of Conservation and the State 
Planning Office. [Baton Rouge] 1976, viii, 143 p. 


“Cover title: Louisiana coastal resources program; 
the impact of Outer Continental Shelf development on 
77-623786 


Louisiana, 


- 18582 - 
DEPT. OF CONSERVATION. Louisiana energy conser- 
vation plan in response to Title II, part C, Energy 
policy and conservation act of 1975 (Public Law 
94-163) and Title IV, part B, Energy conservation 
and production act of 1976 (Public Law 94-385), 
prepared by Dept. of Natural Resources. [Baton 
Rouge] 1977. various pagings. ill. 

Issued by the dept. under a variant name: Office 
of Conservation. 77-6236 53 


- 18583 - 
DEPT, OF URBAN AND COMMUNITY AFFAIRS. Office 
of Planning and Technical Assistance. The compre- 


hensive plan for Beauregard Parish, Louisiana; rec- 
reation plan [by Robert A. Macedo] Prepared by 
Community Planners, Inc. Baton Rouge, 1977. 751. 
ill. 

Cover title: Beauregard Parish, Louisiana; the 
comprehensive plan; recreation plan. 


- 18584 - 
DEPT. OF URBAN AND COMMUNITY AFFAIRS, Office 
of Planning and Technical Assistance, Comprehen- 


sive plan for Caldwell Parish, Louisiana; recreation 
plan |by Oliver W. Schulz, Jr.] Prepared by William 
Miller Planning Associates for Caldwell Parish. 
{Baton Rouge] 1977. 321. ill. 

Cover title: Caldwell Parish, Louisiana; recrea- 
tion, 

$5. 00, 

C1074-03, 


- 18585 - 

DEPT. OF URBAN AND COMMUNITY AFFAIRS, Office 
of Planning and Technical Assistance. Comprehensive 
plan for Delhi, Louisiana; central business district 
[by Oliver W. Schulz, Jr.] Prepared by William 
Miller Planning Associates, [Baton Rouge] 1977. 

321. ill. 
Cover title: CBD; Delhi, Louisiana, 
$5. 00. 
D1074-3. 


- 18586 - 

DEPT. OF URBAN AND COMMUNITY AFFAIRS. Office 
of Planning and Technical Assistance. Comprehensive 
plan for Delhi, Louisiana; transportation [by Oliver W. 
Schulz, Jr.] Prepared by William Miller Associates. 
[Baton Rouge] 1977. 201. ill. 


D1074-2, 


- 18587 - 

DEPT. OF URBAN AND COMMUNITY AFFAIRS, Office 
of Planning and Technical Assistance, The compre- 
hensive plan tor DeRidder, LoulSiana; existing land 
use [by Robert A, Macedo] Prepared by Community 
Planners, Inc, [Baton Rouge]1977, 351. ill. 


Cover title: DeRidder, Louisiana; the comprehen- 
sive plan; existing land use, 


- 18588 - 


DEPT, OF URBAN AND COMMUNITY AFFAIRS, Office 
of Planning and Technical Assistance. The compre- 
hensive plan for DeRidder, Louisiana; public facilities 
and services [by Robert A. Macedo] Prepared by 
Community Planners, Inc. Baton Rouge, 1977. 

351. ill. 
Cover title: DeRidder, Louisiana; the comprehen- 
sive plan; public facilities and services, 


- 18589 - 

DEP T, OF URBAN AND COMMUNITY AFFAIRS, Office 
of Planning and Technical Assistance. Comprehensive 
plan for East Carroll Parish, Louisiana; capital im- 
provements program [by Oliver W. Schulz, Jr.] Pre- 
pared by William Miller Planning Associates for East 
Carroll Parish. [Baton Rouge]1977. 181. 

Cover title: East Carroll Parish, Louisiana, com- 
prehensive plan; capital improvements, 


EC1074-03. 


- 18590 - 

DEPT, OF URBAN AND COMMUNITY AFFAIRS, Office 
of Planning and Technical Assistance. Comprehen- 
sive plan for Madison Parish, Louisiana; recreation 
plan [by Oliver W. Schulz, Jr.] Prepared by William 
Miiler Planning Associates for Madison Parish. 
[Baton Rouge] 1977. 391. ill. 

Cover title: Madison Parish, Louisiana; recrea- 


M1074-02, 


- 18591 - 

DEPT. OF URBAN AND COMMUNITY AFFAIRS, Office 
of Planning and Technical Assistance. Compreéhen- 
Sive plan for Madison Parish, Louisiana; zoning [by 
Oliver W. Schulz, Jr.] Prepared by William Miller 
Plannirg Associates. [Baton Rouge] 1977. 361, 


ill. 
M1074-03, 


- 18592 - 
DEPT, OF URBAN AND COMMUNITY AFFAIRS, Office 


c ssi ce. Comprehen- 
sive plan for Tensas Parish, Louisiana; recreation 
plan [by Oliver W. Schulz, Jr.] Prepared by William 
Miller Planning Associates, [Baton Rouge] 1977. 
381. ill. 

$5. 00. 
T1074-3, 


- 18593 - 

DEPT, OF URBAN AND COMMUNITY AFFAIRS, Office 
of Planning and Technical Assistance. The compre- 
hensive plan for Westlake, Louisiana; central business 
district study [by Robert A, Macedo] Prepared by 
Community Planners, Inc. Baton Rouge, 1977. 

341. ill. 
Cover title: Westlake, Louisiana; the comprehen- 
sive plan; central business district. 


LOUISIANA 


- 18594 - 

DEPT. OF URBAN AND COMMUNITY AFFAIRS, Office 
of Planning and Technical Assistance, The compre- 
hensive plan for Westlake, Louisiana; economic analy- 
sis [by Robert A, Macedo] Prepared by Community 
Planners, Inc. Baton Rouge, 1977. 361. 

Cover title: Westlake, Louisiana; the comprehen- 
sive plan; economic analysis, 


DEPT. OF URBAN AND COMMUNITY AFFAIRS. Office 

of Planning and Technical Assistance. Concordia 
Parish, Louisiana; comprehensive plan; recreation 
[by Oliver W. Schulz, Jr. Prepared by] William 
Miller Planning Associates. [Baton Rouge] 1977. 
391. ill. 

$5. 50. 

C1074-03. 


- 18596 - 


DIVISION OF ADMINISTRATION, Capital outlay budget, 
1977/78, [Baton Rouge] vi, 49 p. 71-625096 


- 18597 - 
DIVISION OF RADIATION CONTROL, 


Annual report. 
1974, Baton Rouge. ii,261, ill. 


- 18598 - 

FORESTRY COMMISSION. Rural home fire safety 

for Louisiana, Baton Rouge |n.d. 3] p. 
- 18599 - 

LAWS, STATUTES, ETC, ‘State of Louisiana corpora- 
tion laws, R.S, Title 12, Chapters 1, 2, 3, 4, 8, 9, 10, 
11, 12 and 14 as amended through 1976, [Baton 
Rouge] P,J. Hardy, secretary of state [1976 ?] 

270 p. 


- 18600 - 

LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. Center 
for Wetland Resources. Barataria Basin: biological - 
characterization [by] L.M. Bahr [and| J.J. Hebrard, 
Baton Rouge, 1976, x,144p. ill. (Sea grant publi- 
cation no. LSU-T-76-005) 

Coastal zone management series. 


- 18601 - 

LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. Center 
for Wetland Resources, Barataria Basin: hydrologic 
and climatologic processes |by] P. Byrne |and others] 
Baton Rouge, 1976, xi,176p. ill. (Sea grant pub- 
lication no, LSU-T-76-010) 

Issued in cooperation with the Coastal Resources 
Program, State Planning Office. 


LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. Center 
for Wetland Resources. Coastal zone management 
series; report. Baton Rouge, 


- 18602 - 

1, A rationale for determining Louisiana's coastal 
zone [by] William G, McIntire [and others] 1975, 
89 p. ill. (Sea grant publication no, LSU-T- 
75-006) 

Issued in cooperation with the Coastal Resources 
Program, State Planning Office and others, 


- 18603 - 

LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. Center 
for Wetland Resources. Environmental factors rela- 


ting to the Louisiana menhaden harvest [by] J.H. Stone, 


Baton Rouge, 1976, vi,68p. ill. 
cation no, LSU-T-76-004) 
Issued in cooperation with the Coastal Resources 
Program, State Planning Office and others, 
~ 18604 - 

LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. Center 
for Wetland Resources. Producing crawfish for fish- 
bait [by] J. V. Huner [and] J.W. Avault, Jr. Baton 


Rouge [n.d.| 23 p. ill. (Sea grant publ. no. 
LSU -T1-76-001) 


(Sea grant publi- 


- 18605 - 
LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge, Center 


for Wetland Resources. Recreation potential of pri- 
vate lands in Louisiana's coastal zone [by] Michael 
D. Grimes |and] Thomas K, Pinhey. Baton Rouge, 


1976. x,90p. ill. (Sea grant pub. no, LSU-T-76- 
010) 


LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 


AND MECHANICAL COLLEGE, Baton Rouge. Coop- 
erative Extension Service. Coop/erative| ext|ension| 
pubjlication. Baton Rouge] 

- 18606 - 

1481, Control weeds in soybeans with preemergence 
chemicals; giant step 0. 1977. [By SH. Craw- 
ford and others] 12 p. 

- 18607 - 

1565. Louisiana's suggested chemical weed control 

guide, 1977. 93p. 
- 18608 - 
1838. Insect control guide. 1977, iii,132p. ill. 


- 18609 - 

LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. Coop- 
erative Extension Service. Premium list catalog; 
annual LSU paint horse show. 11th; 1977, Baton 
Rouge. 12 p. 


LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. 
sion of Engineering Research. 

|Baton Rouge] 


Divi- 
Engineering research 


bulletin. 


- 18610 - 

114. Determination of a content in soil cement 
mixtures and concrete (final report), by Frank A. 
Iddings and Ara Arman. Conducted for Dept. of 
Highways in cooperation with the Federal Highway 
Administration. [1977] various pagings. ill. 


$8. 50 a hard copy; also available from the 


National Technical Information Service, Springfield, 
Va. 22161. 


FHWA-LA-LSU-NS-2. 


- 18611 - 
LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
ANE MECHANICAL COLLEGE, Baton Rouge. Law 
Center. Legal authorities for control of land uses in 
coastal Louisiana [by] Kai D. Midboe [and others] 

Baton Rouge, 1976, 381. 


- 18612 - 
RED RIVER VALLEY AGRICULTURAL EXPERIMENT 


STATION, Bossier City. Annual research report. 
1976, Bossier City. 211 p. 


- 18613 - 

STATE BANKING DEPT. Reports of the State banks, 
savings banks, and trust companies in the State of 
Louisiana. Dec.31,1976. Baton Rouge. 222 p. 
annual, 


- 18614 - 
STATE BOARD OF EXAMINERS FOR SANITARIANS, 
Official roster of licensed registered sanitarians, 
1977, [Baton Rouge] 16p. annual, 56-38876 


STATE DEPT. OF EDUCATION, Bulletin, [Baton 
Rouge } 


~ 18615 - 
1467, Louisiana exemplary education programs via 
ESEA Titles & IV. [19767] vii,1031. ill. 


77-623784 
- 18616 - 


STATE PLANNING OFFICE, A process for coastal 
resource management and impact assessment, pre- 
pared by Coastal Environments, Inc. Baton Rouge. 
1976. 72p. ill. 


- 18617 - 

STATE PLANNING OFFICE. Coastal Resources Pro- 
gram. The coastal zone: an overview of economic, 
recreational and demographic patterns [by] James 
R. Renner. Baton Rouge [1976] 90p. ill. 

77-623873 


- 18618 - 

STATE PLANNING OFFICE, Coastal Resources Pro- 
gram. A nine-point recommendation for coastal 
resources management to develop Louisiana's wet- 
lands. Baton Rouge, 1976, 221. 


- 18619 - 

STATE PLANNING OFFICE, Coastal Resources Pro- 
gram. Recreational potential; proposes new and 
expanded sites for recreation along the Louisiana 
coast, by Burk and Associates, Inc., Environmental 
Division, [Baton Rouge]1977. 91. 

Issued with a recreation map. 


MAINE 


- 18620 - 
BUREAU OF FORESTRY. Utilization and Marketing 
Section, Mill delivered prices. Augusta [1977, 
p. 
Issued by the section under a variant name: 
Utilization and Marketing Division. 


BUREAU OF LABOR. Research and Statistics Division. 
BL bulletin, Augusta. 


- 18621 - 
536. Directory of Maine labor organizations, 
x, 75 p. 
Issued by the division under a variant name: 
Division of Research and Statistics, 


1977, 


- 18622 - 

BUREAU OF TRANSPORTATION PLANNING AND 
SERVICES, General highway map... Maine. 
Prepared in cooperation with the Federal Highway 
Administration. [Augusta] maps on sheets 91 x 
120 cm, 

Nos. 1A-D, 18-20H issued by the bureau under 
the variant name: Bureau of Planning; nos, 16-17 
issued under the variant name: Planning and Services, 


1A-C. Androscoggin County. 1974, 3 sheets, 

1D. Congested cultural areas; Androscoggin County. 
1974, 

16-18A. Hancock County. 1973-74. 4 sheets, 

18B1-B3. Congested cultural areas; Hancock County. 
1974, 3 sheets, 


19A-C, 20D-G. Kennebec County. 
7 sheets, 

20H. Congested cultural areas; Kennebec County. 
1975, 


1974-75. 


- 18623 - 

BUREAU OF TRANSPORTATION PLANNING AND 
SERVICES, South Portland development study. 
Prepared in cooperation with the Federal Highway 
Administration for Portland Area Comprehensive 
Transportation Study Policy Committee. |Augusta, 
1977] 67p.+ ill. 

Issued by the bureau under its former name: 
Bureau of Planning. 


- 18624 - 
COMMISSION TO REVISE STATUTES RELATING TO 
JUVENILES, Final report of recommendations. 
[Augusta] 1977. 131, 77-623790 


- 18625 - 
DEPT, OF AGRICULTURE, Agricultural Promotions 
Division, Blueberry pack. 1974, Augusta, 
IT] l, annual, 
Issued by the division under a variant name: 
Division of Promotions, 


- 18626 - 

DEPT. OF EDUCATIONAL AND CULTURAL SERVICES. 
Media programs: guidelines for Maine schools. 
Augusta [1977] 27p. ill. 

Free, 


- 18627 - 

DEPT, OF ENVIRONMENTAL PROTECTION,  Limno- 
logical data report for the Maine Department of 
Environmental Protection [and the] U. S. Geological 
Survey, Cooperative Lake Studies Project. 1975. 
[By] Derrill J. Cowing and Matthew Scott. Prepared 
in cooperation with the U.S. Geological Survey. 
Augusta. iii, 168 p. ill. 


- 18628 - 
DEPT. OF ENVIRONMENTAL PROTECTION, A sys- 
tems study of oil pollution abatement and control for 
Portland Inner and Outer Harbor, Casco Bay, Maine, 
by Arthur D, Little, Inc. Augusta, 1976. vi, 215 p. 
ill. 
On t.p. r4 C-78516, 


- 18629 - 
DEPT. OF HUMAN SERVICES, Offices, bureaus & 
programs, [Augusta,1977] folder. 


- 18630 - 

DEPT. OF THE ATTORNEY GENERAL. Law En- 
forcement Education Section. Law enforcement 
officer's manual. Augusta [1975] various pagings 
(Loose -leaf) 


77-6236 54 


- 18631 - 
DIVISION OF ANIMAL INDUSTRY. Suggested guidelines 
in managing Maine's most common infections and para- 
sitic diseases of livestock |Augusta| 1974. unpaged. 


- 18632 - 

DIVISION OF HOSPITAL SERVICES, Regulations 
governing the licensing and functioning of boarding 
care facilities, [Augusta] 1974, 

77-623803 


- 18633 - 

DIVISION OF WATER QUALITY EVALUATION AND 
PLANNING, Detailed work plan for the Maine state- 
wide 208 waste treatment management planning pro- 
gram. [Augusta] 1977. various pagings. 


- 18634 - 


DIVISION OF WATER QUALITY EVALUATION AND 
PLANNING. Maine water quality status, 1977, 
[Augusta] 48,61.+ ill. 76-648998 


- 18635 - 

DIVISION OF WATER QUALITY EVALUATION AND 
PLANNING, &.Croix River Basin; water quality 
management plan developed pursuant Section 303 (e) 
of the Federal water pollution control act, Amend- 
ments of 1972 and Title 40 of the code of Federal 
regulations, parts 130 and 131, [Augusta] 1974, 
77-623764 


- 18636 - 
ELECTION DIVISION, General election; official vote 
for State senators and representatives to State Legisla- 
ture. Nov. 5, 1974. [Augusta] 35 p. 


- 18637 - 
Spruce budworm programs in Maine, 
{Augusta,1976?] 23p. ill. 


FOREST SERVICE, 
1976-1981, 


- 18638 - 
HISTORIC PRESERVATION COMMISSION, The flight 
of the Grand Eagle: Charles G. Bryant, Maine archi- 
tect and adventurer, by James H. Mundy and Earle 


G. Shettleworth, Jr. 
Cheek. 


Photographs by Richard W. 
Augusta, 1977. iv, 155p._ ill. 
77-623806 


( 
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| 
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- 18639 - 

JOB SERVICE DIVISION, Maine job service; we bring 
good people and good jobs together. [Augusta, n.d. 
9}p. ill. 


- 18640 - 
LEGISLATIVE COUNCIL, Legislative management 
manual, [Augusta, n.d.] various pagings 
(loose-leaf) ill. 


LIFE SCIENCES AND AGRICULTURE EXPERIMENT 
STATION, Orono, Research in the life sciences, 
Orono, 


- 18641 - 
v.21, no,12, Bird damage to blueberry fields in 
Maine [by] Amr A. Ismail, Sanford D, Schemnitz 
[and] Francis J. Gramlich, 1974, 13p. ill. 


- 18642 - 

v. 22, no,2, Use of artificial nest shelters in eider 
management [by] Stephen H. Clark, Howard L. 
Mendall [and] William Sarbello, 1974, 15 p. 

ill. 


LIFE SCIENCES AND AGRICULTURE EXPERIMENT 
STATION, Orono, Technical bulletin. Orono, 


~ 18643 - 
84, Controlling the Saratoga spittlebug in young red 
pine plantations by removal of alternate hosts [by) 


J.P. Linmane and E,A, Osgood, 1976, 12p. 
ill. 


- 18644 - 
85. A new potato scab problem in Maine [by] F.E. 


Manzer, G. A. McIntyre and D.C, Merriam, 1977, 
24p. ill, 


- 18645 - 

MANPOWER RESEARCH DIVISION. Maine wholesale 
and retail trade; staffing patterns in 1976, Augusta, 
1977, iv,42p. ill. 

Cover title: Wholesale and retail trade; staffing 
patterns in 1976, 

Issued in cooperation with the U.S. Bureau of 
Labor Statistics and Employment and Training Ad- 
ministration, 77-623783 


- 18646 - 
MANPOWER RESEARCH DIVISION. Data Systems and 


Operations Review Section, Job service activities, 


Researched and prepared in cooperation with the Job 
Service Division [by Paul A. Burgess. 
1977, 


Augusta | 
1101p. ill. 


- 18647 - 
OFFICE OF ALCOHOLISM AND DRUG ABUSE PREVEN- 


TION. Update to the Maine State plan on alcohol 
abuse and alcoholism. Mar.1,1977, [Augusta] 
48,14,151. ill, annual. 


- 18648 - 

OFFICE OF ENERGY RESOURCES, State energy con- 
servation plan. [Augusta, 1977] ii, 102,A i,B ip. 
ill. 77-623763 


- 18649 - 

PLANNING AND ADVISORY COUNCIL FOR DEVELOP- 
MENTAL DISABILITIES SERVICES AND FACILITIES 
CONSTRUCTION, Maine's State plan on developmen- 
tal disabilities. 1976/77. Augusta. 60, xciv p. 

ill, annual. 

Issued by the council under a variant name: Coun- 

cil on Developmental Disabilities, 


- 18650 - 

PUBLIC UTILITIES COMMISSION. Southern Washington 
County area; records of selected wells, springs, and 
test holes in the southern Washington County area, by 
Glenn C. Prescott, Jr. Prepared in cooperation with 
the U.S, Geological Survey. [Augusta] 1973. iv, 40 p. 
ill. (U.S. Geological Survey. Maine basic data re- 
port no.8. Ground-water series) 

Open-file report. 


- 18651 - 
REAL ESTATE COMMISSION, Roster of licensed real 
estate brokers and salesmen. Sept.1,1975. Au- 


gusta. 189p. annual, 38-28649 
- 18652 - 
SECRETARY OF STATE, State and county officers, 
1977-78. [Augusta. 9]p. 46-29275 


STATE ARCHIVES, special list. [Augusta] 


- 18653 - 
1, Records relating to the Civil War career of Joshua 
Lawrence Chamberlain, [n.d.] unpaged. 
77-623627 


- 18654 - 

STATE BOARD OF REGISTRATION FOR PROFESSIONAL 
ENGINEERS, Annual report. 41st; 1975/76, [Au- 
gusta] 153 p. 

Report year.ends June 30. 
Includes Roster of professional engineers as of 
Dec. 31, 1976. 37-27967 


- 18655 - 
STATE BOARD OF REGISTRATION FOR PROFESSIONAL 
FORESTERS, Membership roster; by-laws and rules; 
the Entitling act. [Augusta] 1977. unpaged. 


- 18656 - 
STATE HOUSING AUTHORITY. Mobile homes in Maine 
and the roles of the Maine Sate Housing Authority in 
this field [by] Allan S. Hunt. [Augusta] 1973, 221. 


Issued in cooperation with the New England Non- 
profit Housing Development Corp. 


- 18657 - 
STATE LIBRARY, Augusta. Des revues et journaux 


— 


Francais ala Maine State Library. Some French- 


language magazines and newspapers at the Maine 
State Library. 


[Augusta] 1977. [5] p. 


- 18658 - 
STATE LIBRARY, Augusta. Généalogie Franco- 
Canadien, Acadien, & Franco-Americaine ala 
State Library. Genealogy of French Canada, Acadia, 
& Franco-America at the Maine State Library. 
[Augusta, 1976?] 7 p. 


- 18659 - 

STATE PLANNING OFFICE. Housing seminar II: home 
builders, September 9, 1975 [Prepared in cooperation 
with the Housing Planning Committee. Augusta, n.d. | 
74 p. 


- 18660 - 
STATE PLANNING OFFICE. Housing seminar IV: 
FmHA & HUD Sec. 8, September 23, 1975. [Prepared 
in cooperation with the Housing Planning Committee. 
Augusta, n.d.] 96 p. 


- 18661 - 


STATE PLANNING OFFICE, Housing seminar 6: 
housing problems of the handicapped & elderly, 
October 14,1975. [Prepared in cooperation with 
the Housing Planning Committee. Augusta, n.d. | 

61, 21-26, 3 p. 


- 18662 - 

STATE PLANNING OFFICE, Technical Services Divi- 
sion, Index of State agency data files. July 1977, 
[Augusta] i, 118 p. 


- 18663 - 

STATE PLANNING OFFICE, Technical Services Divi- 
sion, State housing plan; second draft. Rev. 
Augusta] 1977, xii, 72 p. 

Cover title: Public policy and Maine housing: in- 
troduction, recommended goals, objectives and ac- 
tions. 


- 18664 - 


TASK FORCE ON HIGH SCHOOL DIPLOMA COMPE- 
TENCIES, Final report... presented to the State 
Board of Education, [Augusta] 1977, 121, 
77-623769 


UNIVERSITY OF MAINE AT ORONO, Sea Grant Pro- 
gram, Maine sea grant bulletin. (Orono| 


- 18665 - 

9. Marine Occupations Conference [held] April 5, 
1974, Southern Maine Vocational Technical Insti- 
tute, South Portland, Maine. Edited by Phyllis 
Coggins, Paul D, Ring [and] Jane D. Simonds, 
Sponsor|ed by] the New England Aquarium, the 
University of Maine Cooperative Extension Serv- 
ice Sea Grant Project and the Southern Maine 
Vocational Technical Institute. [19767] 39 p. 
ill, (IraC. Darling Center, Reference no, 76-9) 

$1. 00. 


- 18666 - 

WATER QUALITY SERVICES SECTION. Prestile 
Stream considerations of reclassification. Prepared 
for submission for action to the Maine Legislature. 
[Augusta] 1974. 81, 61. ill. 


MASSACHUSETTS 


MARYLAND 


AGRICULTURAL EXPERIMENT STATION, College Park. 
M{iscellaneous] publication. College Park. 


~ 18667 - 

912. Directory of University of Maryland personnel 
working in 208-related areas. July 1977. 
Clarence S, Britt, edjitor] 22p. (Its Contribu- 
tion no. 5312) 


- 18668 - 
CENTER FOR HEALTH STATISTICS, 
statistics report, Maryland. 1974, 
xviii, 80 p. 


Annual vital 
Baltimore, 


- 18669 - 

DEPT, OF BUDGET AND FISCAL PLANNING, 
digest of the State of Maryland, 1977/78. 
more] xxvi,252p. annual. 

Report year ends June 30, 
Includes Revenues and appropriations with 
explanatory and supplemental statements, 
43-53102 


Fiscal 
| Balti- 


- 18670 - 

FISHERIES ADMINISTRATION, A preliminary study of 
the occurrence of the American eel and other finfish 
species in Maryland, by Ray C. Dintaman, Wye 
Mills, 1974[-75] 2v. ill. 

Contents: —— v.1. Upper Chesapeake Bay drain- 


age; Potomac River drainage. -— v.2, pt.1. 
Chester River drainage, 
- 18671 - 
PUBLIC SERVICE COMMISSION, Report. Vo!l.66; 1975. 


[Baltimore] 595 p. 


- 18672 - 

WATER RESOURCES ADMINISTRATION, Report of 
Western Run and tributaries; flood hazard analysis, 
Baltimore County, Maryland. Prepared [by] U.S. 
Soil Conservation Service in cooperation with the 
Water Resources Administration [and the] Baltimore 
County Office of Planning and Zoning. [Annapolis] 
1975, 16,3,22p. ill. 

Cover title: Flood hazard analysis; Western Run 
and tributaries, Baltimore County, Maryland, 
77-623768 


MASSACHUSETTS 


All Massachusetts departmental reports bear a fixed docu 
ment number. These annual reports are distributed by the 
Secretary of the Commonwealth, State House, Boston, Mass. 
Legislative documents, i. e. Senate and House documents, are 
available on exchange with the State Library, or from the 
Legislative Document Room, 428 State House, Boston, Mass. 


- 18673 - 

DIVISION OF EMPLOYIAENT SECURITY. Annual plan- 
ning report; Brockton, Massachusetts, standard 
metropolitan statistical area. 1977/78. Prepared by 
Barbara G. Nelson, Boston, iv. 791. ill. 
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MASSACHUSETTS 


- 18674 - 
EXECUTIVE OFFICE FOR ADMINISTRATION AND 
FINANCE, Special report of the commissioner 
of administration relative to recodifying the Civil 
service law. |Boston, 1977] 103 p. (House 
|document] no, 6153) 


- 18675 - 
LEGISLATIVE RESEARCH COUNCIL. 


lating motor vehicles. [Boston]1977. 59 p. 
(House {document} no. 5811) 


- 18676 - 
LEGISLATIVE RESEARCH COUNCIL. 


Report relative 
[Boston] 


to political activities of public employees. 
(House |document] no. 5343) 
77-623805 


1976, 202 p. 


- 18677 - 
LEGISLATIVE RESEARCH COUNCIL. Report relative 
to the regulation of dealers in equities. [Boston] 

1977. 48p. (House |document] no, 5638) 


- 18678 - 

METROPOLITAN DISTRICT COMMISSION, Assess- 
ments for interest, serial bonds and maintenance of 
the metropolitan districts. 1976. [Boston] 23 p. 
ill. (Public document no,92) annual. 


- 18679 - 


SECRETARY OF THE COMMONWEALTH, 
of the Electoral College of Massachusetts, 
1976, [Boston] 34p._ ill. 


Dec, 13, 


- 18680 - 

SPECIAL LEGISLATIVE COMMISSION ON PRIVACY. 
Second interim report relative to the different kinds 
of information concerning individuals being stored in 
computer banks, its possible infringement of the 
rights of the individual, and such other matters re- 
lated thereto (under Chapter 136 of the Resolves of 
1973 and most recently revived and continued by 
Chapter 7 of the Resolves of 1977), [Boston] 1977, 
26 p. (House [document] no, 6106) 77-623802 


- 18681 - 

SUPREME JUDICIAL COURT. Massachusetts reports; 
decisions of the Supreme Judicial Court of Massa- 
chusetts, Vol, 366; July 1974/Feb, 1975, [By] 
Thomas B. Merritt. Boston, Massachusetts Law- 
yers Weekly. xii, 906 p. 1-31203 


- 18682 - 


UNIVERSITY OF MASSACHUSETTS, Financial report; 


Amherst, Boston, Worcester. 1975/76, [Boston] 
14, 83,36 p. annual. 
Report year ends June 30, 
- 18683 - 
UNIVERSITY OF MASSACHUSETTS, Amherst, Annual 
report. 1975/76. Amherst. unpaged. ill. 


Report year ends June 30. 


77 -623804 


Report relative 
to administrative organization of State agencies regu- 


Proceedings 


- 18684 - 
UNIVERSITY OF MASSACHUSETTS, Boston. Annual 
report, 1975/76. Boston. various pagings. ill. 


Report year ends June 30, 


MICHIGAN 


18685 - 
ADVISORY COUNCIL FOR VOCATIONAL EDUCATION. 


Annual evaluation report. 7th; 1975/76. [Lansing] 
iv, 28p. ill. 

Title varies slightly: Annual report. 

Report year ends June 30. 74-642954 


AGRICULTURAL EXPERIMENT STATION, East Lansing. 
Research report. East Lansing. 


- 18686 - 
308. Use-value assessment of farm and open space 


lands [by Raleigh Barlowe and Theodore R. Alter] 
1976. 35p. ill. 


- 18687 - 


CONSTRUCTION CODE COMMISSION. Michigan energy 
code. Lansing [1977. 4] p. 


- 18688 - 
DEPT. OF CIVIL RIGHTS. Preventive Services Division. 


Directory of civil rights and human relations agencies 
in Michigan. Apr. 1977. Detroit. 211. 


- 18689 - 

DEPT. OF EDUCATION. Alternatives to litigation: the 
necessity for parent consultation; a final institute re- 
port, held, November 18-19, 1976 [and] January 20 - 
21, 1977, Ann Arbor, Michigan. Sponsored by [the] 
Wisconsin Dept. of Public Instruction, Great Lakes 
Area Regional Resource Center (GLARRC) Title VI-C, 
and [the] Institute for the Study of Mental Retardation 
and Related Disabilities, the University of Michigan. 
[Lansing, 1977] ii, 115 p. 77-623628 


- 18690 - 
DEPT. OF EDUCATION. Professional development for 


school staffs; the Michigan approach. [Lansing, 
1976?] i, 19p. ill. 


- 18691 - 

DEPT. OF EDUCATION. Experimental and Demonstra- 
tion Centers Program. Locally identified promising 
educational practices. 1977. Lansing. iii, 49 p. 
ill. 


- 18692 - 

DEPT. OF LABOR. Bureau of Safety and Regulation. 
Injury Analysis Division. Occupational injuries and 
illnesses survey, 1972-1973-1974-1975. Prepared in 
cooperation with the U.S. Bureau of Labor Statistics. 

{Lansing, n.d.] unpaged. 


- 18693 - 
DEPT. OF MANAGEMENT AND BUDGET. Records and 
Publications Center. Elective and appointive State 


officers. 1977-78. Lansing. 121p. 76-643210 


- 18694 - 

DEPT. OF PUBLIC HEALTH. The development and use 
of patient profiles in a primary care setting [by] 
Charles W. Given, Robert J. Sprofka [and] Lewis 
Simoni. [Lansing] 1977. 35 p. (Michigan Coopera- 
tive Health Information System report) 


- 18695 - 

DEPT. OF PUBLIC HEALTH. Licensed health occupa- 
tions, Michigan, optometrists, 1976. [Lansing] 1977. 
32 p. ill. (Michigan Cooperative Health Information 
System reports) 77-623620 


- 18696 - 
Michigan's flag and State symbols. 
3] p. ill. 


DEPT. OF STATE. 
[Lansing, n.d. 


- 18697 - 

DEPT. OF STATE. Division of Michigan History. 
From fireside and lumbercamp; the collection of the 
Michigan Historical Museum. [Lansing, c1976] 
viii, 37 p. ill. 

Issued by the division under a variant name: 
Michigan History division. 


- 18698 - 


DEPT. OF STATE HIGHWAYS AND TRANSPORTATION. 
Testing and Research Division. Research Laboratory 
Section. 


Control and prevention of deterioration of 
concrete bridge decks [by] M.G. Brown. Conducted 
in cooperation with the Federal Highway Administration. 
Lansing, 1976. 10p._ ill. 

FHWA-R-1034 [i.e. FHWA-MI-76-R-1034] 


- 18699 - 
DEPT. OF STATE POLICE. Michigan traffic accident 
facts. 1976. [Lansing] 56 p. ill. annual. 


54-63117 


- 18700 - 
DEPT. OF STATE POLICE. [Michigan uniform crime 
report] 18th; 1976. [East Lansing] unpaged. ill. 


- 18701 - 
ENVIRONMENTAL PROTECTION BUREAU. 
River study; July 21-22, 1975. 
iii, 65 p. ill. 


Au Sable 
[Lansing] 1977. 
77-623660 


- 18702 - 

ENVIRONMENTAL PROTECTION BUREAU. Compre- 
hensive Studies Section. A water quality study of 
Tamarack Lake & Tamarack Creek, Lakeview, Michi- 
gan; July - September 1975. [Lansing] 1977. 

ii, 48 p. ill. 77-623659 


- 18703 - 
FINANCIAL INSTITUTIONS BUREAU. 
credit. 


How to shop for 
[Lansing, n.d.] folder. ill. 


GEOLOGY DIVISION. Circular. 


- 18704 - 
13. Mine reclamation; act and rules; act no. 92, 
P.A. 1970, as amended. [19767] 13 p. 
Issued by the division under its former name: 
Geology Survey Division. 


Lansing. 


- 18705 - 
14. Seismic disturbances in Michigan, by D. Michael 
Bricker. 1977. iii, 13 p. ill. 


- 18706 - 
Michigan mineral producers; 
annual directory. 10th; 1976. Compiled by Milton 
Gere, Jr. [Lansing] vi, 102 p. ill. 

Issued by the division under its former name: 
Geological Survey Division. 


GEOLOGY DIVISION. 


GEOLOGY DIVISION. Pamphlet. [Lansing] 


- 18707 - 
6. Collecting rocks, minerals, and fossils in 
Michigan, by Steven E. Wilson. [1976] 12p. ill, 


GEOLOGY DIVISION. Report of investigation. Lansing. 


- 18708 - 
16. A ground investigation of an aeromagnetic anomaly 


in north central Dickinson County, Michigan, by 
David W. Snider. 1977. vi,18p. ill. 


GEOLOGY DIVISION. Secondary recovery report. 
Lansing. 


- 18709 - 

4. Enterprise field; enhanced oil & gas recovery in 
Michigan, by Arthur D. Matzkanin [and others] 
1977. v, 10p. ill. 

Issued by the Production and Proration Unit, 
Geology Division. 


GEOLOGY DIVISION. Water information series report. 
[ Lansing] 


- 18710 - 

2. Flowing wells in Michigan, 1974, by W.B. Allen. 
Cover by Darrell Hodge. Prepared in cooperation 
with the U.S. Geological Survey. 1977. iii, 27 p. 
ill. 

Issued by the division under its former name: 
Geological Survey Divison. 77-623619 


- 18711 - 

LAWS, STATUTES, ETC. Public and local acts of the 
Legislature of the State of Michigan. 1975 regular 
session. Compiled by the Legislative Service Bureau. 
[Lansing] Dept. of Management and Budget. 1280 p. 


1005 


- 18712 - 
LEGISLATIVE SERVICE BUREAU. Women in Michigan 

Prepared for the honorable Philip 
[Lansing] 1976. 


State government. 
O. Mastin, Jr.. 43 p. 


77-623683 


- 18713 - 
LEGISLATIVE SERVICE BUREAU. Women in the 
Michigan Legislature, 1921-1973. [Prepared for the 


honorable Alma G. Stallworth. Lansing] 1973. 16 p. 
ill. 77-623684 


18714 - 

LEGISLATURE. House of Representatives. Fiscal 
Agency. Legislative Program Effectiveness Review 
Unit. A review of Michigan State bonded debt. 
Lansing, 1977. iv, S7, 107 p. ill. 


MICHIGAN STATE UNIVERSITY, East Lansing. African 
Studies Center. Rural Africana: curredt research in 
the social sciences. East Lansing. 3 no. a year. 

$9.00 a year, libraries and institutions; $4.50 a 
year, individuals. 


18715 - 

30. National youth mobilization schemes for training 
and service in rural development. Pt. 1: national 
initiatives. Guest editors: John W. Hanson [and] 
Robert C. Morris. 1976. vi, 138 p. 

77-623622 


~ 18716 - 
MICHIGAN STATE UNIVERSITY, East Lansing. Graduate 


School of Business Administration. Division of Re- 
search. Consumers and the Federal Trade Com- 
mission: an empirical investigation [by] Priscilla La 


Barbera. East Lansing, 1977. xi, 116 p. (MSU 
business studies) 
$5.50 76-620089 


- 18717 - 
MICHIGAN STATE UNIVERSITY, East Lansing. Institute 


for Community Development [and Services] Continuing 
Education Service. Michigan local planning commis- 


sioners handbook, by Robert B. Hotaling. [East 
Lansing] 1977. viii, 68 p. ill. 77-620022 
- 18718 - 


MICHIGAN STATE UNIVERSITY, East Lansing. Latin 
American Studies Center. Homage to Irving A. 
Leonard; essays on hispanic art, history, and litera- 
ture. Edited by Raquel Chang-Rodriguez and Donald 
A. Yates. [East Lansing] 1977. 230p. ill. 

7177-72628 


OFFICE OF ECONOMIC EXPANSION. Michigan 
business fact sheet. Lansing. 


- 18719 - 
7. Economic development corporations act (P.A. 
338, of 1974, as amended) [n.d. 2] p. 


OFFICE OF THE AUDITOR GENERAL. 


OFFICE OF THE AUDITOR GENERAL. 


- 18720 - 


OFFICE OF ECONOMIC EXPANSION. Michigan 
economic and population statsitics. 1976. [Lansing] 
87 p. ill. 

On cover: 1977. 76-649065 


- 18721 - 
OFFICE OF THE AUDITOR GENERAL. 


Audit report; 
Administrative Services, Department of Public Health. 


July 1, 1972/Mar. 31, 1976. [Lansing| 32 p. 
- 18722 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Adult Services-Adult Foster Care, Department of 
Social Services. Feb. 1, 1975/Dec. 31, 1976. 
[Lansing] 37 p. 


- 18723 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Allegan County Community Mental Health Services 
Board, Department of Mental Health. July 1, 1970/ 
Sept. 30, 1976. [Lansing] 46 p. 


- 18724 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Bureau of Environmental Protection, Department of 
Natural Resources. Apr. 1, 1974/May 31, 1976. 
[Lansing] 42 p. 


- 18725 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Bureau of Field Services, Department of State Police. 
1971/76. [Lansing] 29 p. 

Report period ends June 30. 


- 18726 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Rureau of Finance and Program Financial Procedures, 
Department of Social Services. July 1, 1973/Oct. 31, 
1975. [Lansing] 47 p. 


- 18727 - 
OFFICE OF THE AUDITOR GENERAL. 


Audit report; 
Cassidy Lake Technical School, Department of Correc- 


tions. 1974/77. [Lansing] 
Report period ends Jan. 31. 


33 p. 


- 18728 - 


OFFICE OF THE AUDITOR GENERAL. Audit report; 


Clinton be Center, Department of Mental Health. 
Mar. 1, 1973/Feb. 29, 1976. [Lansing] 47 ». 


- 18729 - 
Audit report; 
Construction, Local Government, & Right-of-Way 
Divisions, Bureau of Highways, Attorney General 
Section, Department of State Highways and Transpor- 
tation. 1973/76. [Lansing] 39 p. 

Report period ends June 30. 


- 18730 - 
Audit report; 
Corporation Franchise Fee Division, Bureau of Collec- 
tions, Department of Treasury. July 1, 1974/Apr. 
30, 1976. [Lansing] 8 p. 


- 18731 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Engineering and Scientific Data Center, Department 
of State Highways and Transportation. Feb. 7/May 
13, 1977. [Lansing] 14p._ ill. 


- 18732 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
facilities construction, financing, and related plant 
fund activities, Michigan State University. 1967/76. 
[Lansing] 47 p. 

Report period ends June 30. 


- 18733 - 
OFFICE OF THE AUDITOR GENERAL. Audit report; 
Grand Valley State Colleges. 1974/76. [Lansing] 
62 p. 
Report period ends June 30. 


- 18734 - 


OFFICE OF THE AUDITOR GENERAL. Audit report; 
Macomb-Oakland Regional Center, Department of 
Mental health. Oct. 1, 1972/Aug. 31, 1976. [Lans- 


ing] 22 p. 


- 18735 - 


OFFICE OF THE AUDITOR GENERAL. Audit report; 


Michigan School for the Deaf, Department of Educa- 
[Lansing] 26 p. 


tion. Oct. 1, 1974/Dec. 31, 1976. 


- 18736 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Office of Children and Youth Services, Department of 
Social Services. July 1, 1972/Dec 31, 1976. [Lans- 
ing] 32 p. 


- 18737 - 

OFFICE OF THE AUDITOR GENERAL. Audit report; 
Tax Appeals Division, Bureau of Administration, 
Department of Treasury. July 1, 1974/Apr. 30, 1977. 
[Lansing] 8 p. 


- 18736 - 
OFFICE OF THE AUDITOR GENERAL. Audit report; 
Waterways Division, Department of Natural Resources. 
July 1, 1974/Mar. 31, 1977. [Lansing] 16 p. 


STATE DEPT. OF SOCIAL SERVICES. 


DSS publication. 
Lansing] 


- 18739 - 
53. Forms index. Rev. [19767] i, 76 p. 
Issued by the Dept. of Social Services, Business 
Services Division, Forms and Publications Manage- 
ment Section. 


- 18740 - 
66. Report of the Michigan Department of Social 
Services; fiscal years 1975 - 1976; statistical data. 
{[1976?] 168p. ill. 77-623657 


- 18741 - 
338. Attention employer - did you know. 
folder. 
Issuing agency not on publication. 


[n.d.] 


- 18742 - 

SUPREME COURT. Michigan reports; cases decided in 
the Supreme Court of Michigan. Vol. 398; Nov. 23/ 
Dec. 22, 1976. 1sted. Rochester, N.Y., Lawyers 
Co-operative Pub. Co. xliv, 1018 p. 45-22865 


- 18743 - 
TRAVEL COMMISSION. Annual report. 
[Lansing] unpaged. ill. 
Has also a distinctive title: Michigan, for all there 
is to see and do no other State comes close. 


1975/76. 


- 18744 - 

UNIVERSITY OF MICHIGAN, Ann Arbor. Center for 
Cotdrdination of Ancient and Modern Studies. Oral 
literature and the formula. Edited by Benjamin A. 
Stolz [and] Richard S. Shannon, II. Ann Arbor 
[c1976] xvii, 290 p. 76-292-02 


UNIVERSITY OF MICHIGAN, Ann Arbor. Dept. of 
Linguistics. University of Michigan papers in linguis- 
tics: special publications in applied linguistics. Ann 
Arbor. 


18745 - 

1. Pilot projects on the reading of English of science 
and technology. Edited by Kenneth L. Pike. 1977. 
41 p. 

$2.00 


UNIVERSITY OF MICHIGAN, Ann Arbor. 
Slavic Languages and Literatures. 
contributions. Ann Arbor, 


Dept. of 
Michigan Slavic 


- 18746 - 
7. The structure of the artistic text [by] Jurij Lotman. 
Translated from the Russian by Ronald Vroon. 
[c1977] 300 p. 77-623665 


UNIVERSITY OF MICHIGAN, Ann Arbor. Herbarium. 
Contributions from the University of Michigan 


Herbarium. Ann Arbor. 


- 18747 - 
v. 10. Mosses of the Great Lakes Forest, by Howard 
Crum. 1973. iii, 464 p. ill. 


$6.00 73-620129 


- 18748 - 

v. 11, no. 1. New and reconsidered Mexican Um- 
belliferae, by Mildred E. Mathias and Lincoln 
Constance. 1973. 24p. ill. 

$2.00. 74-622880 


MICHIGAN 


- 18749 - 

v. 11, no. 3. Botanical results of the Sessé & Mocino 
expedition (1787-1803) [Pt.] 1. Summary of ex- 
cursions and travels, by Rogers McVaugh. 1977. 
97-195 p. 77-623826 


- 18750 - 

UNIVERSITY OF MICHIGAN, Ann Arbor. Institute of 
Public Policy Studies. Understanding the fiscal im- 
pact of general revenue-sharing [by] Thomas J. Anton 
[and others] Ann Arbor, 1975. 119p. + ill. 

77-623629 


- 18751 - 
UNIVERSITY OF MICHIGAN, Ann Arbor. Mental Health 
Research Institute. Annual report. 1975/76. [Ed-— 
ited and prepared by Catherine D. Sniderman. Ann 
Arbor] 120p._ ill. 
Report year ends June 30. 


59-63472 


UNIVERSITY OF MICHIGAN, Ann Arbor. 
Anthropology. Anthropological papers. 


Museum of 
Ann Arbor. 


- 18752 - 
61. For the director: research essays in honor of 
James B. Griffin. Edited by Charles E. Cleland. 
1977. xvi, 362 p. ill. 
$6.50. 77-623662 
- 18753 - 
62. The demography of the Semai Senoi, by Alan G. 
Fix. 1977. viii, 123 p. ill. 
$5.00. 


UNIVERSITY OF MICHIGAN, Ann Arbor. Museum of 
Zoology. Occasional papers. Ann Arbor. 


77-623663 


- 18754 - 
677. The comparative predatory and sexual behavior 
of hangingflies (Mecoptera: Bittacidae), by Randy 
Thornhill. 1977. 43p. ill. 77-623827 


- 18755 - 
680. Type specimens of recent mammals in the 
Museum of Zoology, the University of Michigan, by 
Emmet T. Hooper. 1977. 22 p. 77 -623828 


- 18756 - 
WOMEN'S COMMISSION. Affirmative action in State 
government: a re-analysis. [Lansing, n.d.] 5p. 


MINNESOTA 


- 18757 - 
Minnesota State regulations. St. Paul [1975?-76] 
(loose-leaf) 

Contents: —Rules and regulations of the Minnesota 
State Board of Health relating to freestanding outpa- 
tient surgical centers. —Rules and regulations of the 
Minnesota State Board of Health relating to implemen- 
tation of the Minnesota Clean indoor air act. —Rules 
and regulations of the Minnesota State Board of Health 
relating to local health officers, chapter one and com- 
municable diseases, chapter twenty. 1976 ed, —Rules 
and regulations of the Minnesota State Board of Health 
relating to maternal and infant health, chapter eleven. 
1976 ed. —Rules and regulations of the Minnesota 


12 v. 


State Board of Health relating to the Maternal and 
child act of 1975. —-Rules and regulations of the 
Minnesota State Board of Medical Examiners. 1976 ed. 
—Rules and regulations of the Minnesota State Ethical 
Practices Board, filed with the secretary of state and 
commissioner of administration. ..June 28, 1976. — 
Rules and regulations of the Office of Hearing Examin- 
ers relating to rule hearing procedures, con’ sted case 
procedures, advisory forms. —Rules and regulations 
of the Public Service Commission, Department of 
Public Service. Part E: Gas and electric utilities 
customer service rules and standards. 1976 ed. — 
Rules and regulations relating to the Board of Regis- 
tration of Architecture, Engineering, Land Surveying, 
and Landscape Architecture, including Minnesota 


Statutes, 1974, as amended. 1975 ed. —-Rules and 
regulations relating to the State Board of Registration 
for Architects, Engineers, and Land Surveyors, in- 
cluding Minnesota Statutes, 1973. 1974 ed. —Rules of 
the Department of Public Welfare. 1974-76 supple- 
ments. 

Distributed by, Documents Section, Dept. of Admin- 
istration, Room 140, Centennial Bldg., St. Paul, Minn. 
55155. 


- 18758 - 

AMERICAN REVOLUTION BICENTENNIAL 
COMMISSION. Celebrate, Minnesota! [By Barbara 
B. Clark and Claudia Richert. St. Paul, 1976] 35 p. 

$1.00 


- 18759 - 
ATTORNEY GENERAL'S OFFICE. 
and appellate brief bank index. 
unpaged (loose-leaf) 


Legal memoranda 
St. Paul, 1977. 


- 18760 - 
Biennial report. 1974/76. 
St. Paul. unpaged. 


BOARD OF BOXING. 
Submitted by Marcella A. Orr. 
Report period ends June 30. 


- 18761 - 

CENTER FOR HEALTH STATISTICS. Towarda 
radiation control information system for Minnesota: 
planned output, input forms, and code sheets. [St. 
Paul] 1977. 49 p. 


- 18762 - 
COUNCIL ON THE ECONOMIC STATUS OF WOMEN. 
Minnesota women: State government employment. 
[St. Paul, 1977] 24p. ill. 
The council was created by Laws of 1976, ch. 337. 
77-623624 


- 18763 - 

DEPT. OF ADMINISTRATION. [Bureau of Information 
Services] Telecommunications Division. Planning 
manual for 911 implementation in Minnesota, prepared 
by Michaud, Cooley, Hallberg, Erickson, and Associ- 
ates, Inc. St. Paul, 1977. various pagings. 


- 18764 - 
DEPT. OF AERONAUTICS. Biennial report of the com- 

missioner of aeronautics. 1974/76. [St. Paul] 
22 p. ill. 

Title varies: Report. 

Report period ends June 30. 

The dept. was abolished and incorporated into the 
Dept. of Transportation. 


- 18765 - 

DEPT. OF ECONOMIC DEVELOPMENT. Research 
Division. Minnesota directory of manufacturers; a 
listing of Minnesota manufacturers and their products. 
12th; 1977-78. St. Paul. xv, A68, C135, P154, 

42 p. ill. biennial. 


$20. 00; sold and distributed by Documents Division; 


Dept. of Administration, 140 Centennial Office Bldg. , 
St. Paul, Minn. 55155. 76-647351 


DEPT. OF EDUCATION. 
Paul] 


Curriculum bulletin. [St. 


- 18766 - 
45. Some essential learner outcomes in music educa- 
tion. Edited by David E. Price. 1977. iv, 18p. 
Issued by its Division of Instruction. 


- 18767 - 
46. Some essential learner outcomes in communica- 
tion. Edited by Gerald L. Kincaid. 1977. 
iii, 14 p. 
Issued by its Division of Instruction. 


- 18768 - 
49. Some essential learner outcomes in health educa- 
tion. Edited by Carl Knutson. 1977. ii, 14p. 
Issued by its Division of Instruction. 


- 18769 - 
50. Resource unit on health and safety education, 
grades K-12. 1977. v, 126 p. 
Issued by its Division of Instruction. 


- 18770 - 

DEPT. OF EDUCATION. Manual of instructions for 
uniform financial accounting for Minnesota school 
districts. Edited by Lawrence P. Shomion. [Rev. 
St. Paul, 1977] various pagings. 


- 18771 - 

DEPT. OF EDUCATION. Pupil Personnel Services 
Section. Senior high career maturity activities, 
developed by Virginia Bauman [and others] Edited by 
Dorothy Henriksen [and| Judy Larsen. [St. Paul] 
1977. v, 22 p. 

Issued in cooperation with the Roseville area public 
schools career education. 


- 18772 - 
DEPT. OF FINANCE. Financial report. 
1974/76. St. Paul. 2v. 
Report period ends June 30. 


1972 /74- 


~ 18773 - 

DEPT, OF HIGHWAYS. Administrative action, draft 
supplement to final environmental impact statement; 
trunk highway 23 in Lyon, Yellow Medicine, Chippewa, 
and Renville Counties; Minnesota projects F 023-1 ( ), 
F 023-2 (), & $4025 ( ); State projects 4203, 8701, 
6505, 1204, 1205, and 8714... 
ill. 

Issued in cooperation with the Federal Highway 
Administration. 

At head of title: FHWA-MN-EIS-72-1-S 

Cover title: Draft supplement. .. 


fst. Paul] 1976. 28 1. 


MINNESOTA 


- 18774 - 
Biennial report of the com- 
1974/76. [St. Paul] 51 p. 


DEPT. OF HIGHWAYS. 
missioner of highways. 
ill. 

Report period ends June 30. 


—— —— Statistical suppl. 1974/76. 42p. ill. 
Report period ends June 30. 


- 18775 - 
DEPT. OF HIGHWAYS. Status of construction projects 
(State) May 3, 1976. [St. Paul, n.d.] 331. 
Issued by the dept. under a variant name: Highway 
Dept. 


- 18776 - 

DEPT. OF PERSONNEL. 
appraisal; a handbook for supervisors. 
[St. Paul, n.d.] 


Employee performance 
2d ed. 
29 p. ill. 


- 18777 - 

DEPT. OF PUBLIC WELFARE. Office of Evaluation. 
Division of Research and Statistics. Income Main- 
tenance Section. Minnesota medical assistance _ 
biennial report. 1974/76. [St. Paul] 56 p. 

Report year ends June 30, 


DEPT. OF REVENUE. Income tax bulletin. St. Paul. 
- 18778 - 
46. The Minnesota individual income tax. 
102, 14p. ill. 


1975. 
76-645477 


- 18779 - 

DEPT. OF TRANSPORTATION. Administrative action, 
final environmental impact statement, Minnesota 
route 43 in Winona County, Minnesota; Minnesota 
project F 042-1 (33); State project 8502; from Inter- 
state 90 at Wilson to U.S. 61in Winona. [St. Paul] 
1977. various pagings. ill. 

Issued in cooperation with the Federal Highway 
Administration. 

At head of title: FHWA-MN-EIS 76-2-F 

Cover title: Final environmental statement... 


- 18780 - 
DEPT. OF TRANSPORTATION. 
projects (State) July 10, 1977. 


Status of construction 
{St. Paul, 1977] 421. 


- 18781 - 
DEPT. OF TRANSPORTATION. Bureau of Policy and 
Planning. Minnesota looks at transportation; a report 
on phase one of Mn/DOT/PLAN. [St. Paul] 1977. 
37 p. ill. 


- 18782 - 

DEVELOPMENTAL DISABILITIES PLANNING OFFICE. 
Plan for the protection of the individual rights of and 
advocacy for persons with developmental disabilities 
under the Developmental disabilities services and 
facilities construction act, as amended by sec. 113 of 
P.L. 94-103 for FY 1978, October 1, 1977 - Septem- 
ber 30, 1978. [St. Paul, 1977] 79p. ill. 

77-623829 


MINNESOTA 


- 18783 - 

DIVISION OF HIGHWAYS. Administrative action, draft 
environmental impact statement and preliminary 4 (f) 
document; Interstate Highway 494 in Hennepin and 
Dakota Counties, Minnesota; from 24th Ave. in 
Bloomington to the Mississippi River Bridge in South 
St. Paul. [St. Paul] 1977. vii, 133 p. ill. 

Issued in cooperation with the Federal Highway 
Administration. 
At head of title: FHWA-MN- EIS-77-03-D 


- 18784 - 

DIVISION OF PLANT INDUSTRY. Insect loss estimates 
for 1976 [by Dharma D. Sreenivasam, John Lofgren, 
and the State- Federal Crop and Livestock Reporting 
Service! St. Paul[n.d.] 2p. 


HIGHER EDUCATION COORDINATING BOARD. 
data series report. [St. Paul] 


Basic 


18785 - 
4. Financial planning data book. 1977. viii, 131 p. 
ill. 77-623679 

- 18786 - 


HIGHER EDUCATION COORDINATING BOARD. Direc- 


tory of Minnesota non-baccalaureate post-secondary 
educational programs. Oct. 1976. St. Paul. 
19, 29, xiii, BS p. ill. 


- 18787 - 
HIGHER EDUCATION COORDINATING BOARD. Report 
to the 1977 Minnesota Legislature. St. Paul, 1977. 
xi, 149, 14, 10p. ill. 77-623670 


- 18788 - 
HIGHER EDUCATION COORDINATING BOARD. Study 


St. Paul, 1976. xii, 107 p. ill. 

Cover Litle: Southwest study; recommendations for 
the future of Southwest State University and post- 
secondary education in southwestern Minnesota. 


- 18789 - 
HISTORICAL SOCIETY. A historic interpretation pro- 
gram for the State of Minnesota; a report submitted 


St. Paul, 1977. 147p. ill. 77-70422 


~ 18790 - 
INDUSTRIAL DEVELOPMENT DIVISION. Community 
profile[s]...Minnesota. [St. Paul] 77-623688 


Appleton. [{Rev. 1977. 4] p. 
Bagley. [Rev. 1977. 4] p. 

Blaine. |Rev. 1976. 4] p. 

Brooklyn Center. [Rev. 1976. 4] p. 
Coon Rapids. [Rev. 1976. 4] p. 
Cottage Grove. [Rev. 1976. 4] p. 
Crystal. [Rev. 1976. 4] p. 
Hopkins. |Rev. 1976. 4] p. 

Milaca. [Rev. 1977. 4] p. 
Minnesota Lake. [Rev. 1976. 4] p. 


of post-secondary education in southwestern Minnesota. 


to the Legislative Commission on Minnesota Resources. 


Minnetonka. [Rev. 1976. 4] p. 
Morgan. [Rev. 1976. 4] p. 

New Hope. [Rev. 1976. 4] p. 
Plymouth. [Rev. 1976. 4] p. 

Red Lake Falls. [Rev. 1976. 4] p. 
Rosemount. [Rev. 1976. 4] p. 

St. Louis Park. [Rev. 1976. 4] p. 
Savage. [Rev. 1976. 4] p. 
Starbuck. [Rev. 1977. 4] p. 
Virginia. [Rev. 1977. 4] p. 
Waconia. [Rev. 1976. 4] p. 


- 18791 - 
IRON RANGE RESOURCES AND REHABILITATION 
BOARD. Land ownership [maps]. . . Minnesota. 
Eveleth. col. maps on sheets 28 x 43 cm. 
Issued by the board under its former name: 

Dept. of Iron Range Resources and Rehabilitation. 
Issued in cooperation with the Dept. of Highways. 
Limited distribution. 


Cass County. [1977] 4 sheets. 

Cook County. [1976] 3 sheets. 

Lake of the Woods County. [1977] 3 sheets. 
- 18792 - 


LAWS, STATUTES, ETC. Session laws of the State of 
Minnesota enacted by the Legislature. 70th Legisla- 
ture, 1977 regular session. St. Paul /Revisor of 
Statutes] xiii, 1608 p. 

Title on spine: Laws of Minnesota. 
Sales and distribution by the Documents Section, 
Dept. of Administration. 7-31542 


- 18793 - 

LEGISLATIVE AUDIT COMMISSION. Audit report: 
Capitol Area Architectural and Planning Board. 
1973/76. St. Paul. 61. 

Report period ends June 30. 
The commission was created by Laws of 1973, 
Ch. 492, effective Sept. 1, 1973. 


- 18794 - 

LEGISLATIVE AUDIT COMMISSION. Audit report; 
Department of Public Welfare, Faribault State Hospit- 
al. 1970/75. St. Paul. 291. 

Report period ends June 30. 


- 18795 - 

LEGISLATIVE AUDIT COMMISSION. Audit report; 
Department of Public Welfare, Faribault State Hospi - 
tal, aevelopmenta! disabilities grant 7373-109-M1749, 
period: July 1, 1973 to December 31, 1974. St. 
[19767] 41. 


Paul 


- 18796 - 

LEGISLATIVE AUDIT COMMISSION. Audit report; 
Department of Veterans Affairs, Minnesota Veterans 
Home. 1972/75. St. Paul. 291. 

Report period ends June 30. 


- 18797 - 
LEGISLATIVE AUDIT COMMISSION. 
lieutenant governor. 1967/75. St. 
Report period ends June 30. 


Audit report; 
Paul. 6 1. 


- 18798 - 

LEGISLATIVE AUDIT COMMISSION. Audit report; 
State Board for Community Colleges, Hibbing Com- 
munity College. 1972/75. St. Paul. 61. 

Report period ends June 30. 


- 18799 - 
LEGISLATIVE AUDIT COMMISSION. Audit report; 

State Board for Community Colleges, Hibbing Com- 
munity College, national direct student loan program, 
college work-study program, supplemental educational 
opportunity grants program. 1972/75. St. Paul. 
13 1. 

Report period ends June 30. 


- 18800 - 

LEGISLATIVE AUDIT COMMISSION. Audit report; 
State University Board, Bemidji State University. 
1972/75. St. Paul. 191. 

Report period ends June 30. 


- 18801 - 

LEGISLATIVE AUDIT COMMISSION. Audit report; 
State University Board, Bemidji State University, 
community service and continuing education programs. 
1971/73. St. Paul. 31. 

Report period ends June 30. 


- 18802 - 

LEGISLAIVE AUDIT COMMISSION. Audit report; 
State University Board, Bemidji State University, 
national direct student loan program, college work- 
study program, supplemental educational opportunity 
grants program. 1972/75. St. Paul. 141. 

Report period ends June 30. 


- 18803 - 

LEGISLATIVE AUDIT COMMISSION. Independent 
school district no. 625, Saint Paul, Minnesota; 
financial statements as of June 30, 1976 together with 
auditor's report with comparative financial statements 
as of June 30, 1975 [by] Arthur Andersen and Co. 

{St. Paul, 1976 ] various pagings. 


- 18804 - 
LEGISLATIVE AUDIT COMMISSION. Independent 
School District no. 625, Saint Paul, Minnesota; report 
on special review of accounting policies and practices 


for the period from July 1, 1976 to November 19, 1976. 


{[St. Paul, 1977] 7,51. 


- 18805 - 
LEGISLATURE. Joint Privacy Study Commission. 
Report. [St. Paul] 1976. ix, 22 p. 
The commission was established June 6, 1975 by 
Minnesota Statutes, sec. 15. 169. 77-623681 


- 18806 - 
LEGISLATURE. Senate. A fiscal review of the 1976 
legislative session [by the staff of the Finance Com- 
mittee. St. Paul] 1976. ii,36 p. 77-623632 


MISSISSIPPI 


- 18807 - 
SECRETARY OF STATE. Election Division. The 
Minnesota legislative manual. 1977-78. St. Paul. 
741 p. ill. biennial. 
Title on spine: Legislative manual. 


72-623459 


- 18808 - 
STATE ETHICAL PRACTICES BOARD. Organization 
manual, June 30, 1977. [St. Paul, n.d.] v, 14p. 


- 18809 - 


STATE LIBRARY, St. Paul. Miscellaneous checklist. 
No. 40; July 1977. St. Paul. 31. 


- 18810 - 

STATE PLANNING AGENCY. Lifelong learning in 
Minnesota: the nonformal educational sector; final 
report. [St. Paul] 1977. iii, 282 p. ill. 

Cover title: Alternatives for lifelong learning... 
77-623680 


UNIVERSITY OF MINNESOTA, Minneapolis. 
al Extension Service. Extension folder. 


Agricultur- 


[St. Paul 


- 18811 - 
346. Judging dairy cattle [by] M.F. Hutjens, J.W. 
Mudge, and L.A. Tande. 1977. [4] p. ill. 


UNIVERSITY OF MINNESOTA, Minneapolis. Agricultur- 
al Extension Service. Extension program report. 
[St. Paul] 


- 18812 - 
66. Horticulture; plant and insect clinics. 
2) p. ill. 


(1977. 


UNIVERSITY OF MINNESOTA, Minneapolis. Agricultur- 


al Extension Service. Special report. 


[St. Paul] 


- 18813 - 
53. Owner-built housing [by] Willaim J. Angell, 
Philip S. Olson, and M. Denise Beigbeder. Rev. 
1977. 31p. ill. 


- 18814 - 

UNIVERSITY OF MINNESOTA, Minneapolis. Center for 
Urban and Regional Affairs. MLMIS geocoding pro- 
cedures 4005 [by] Will Craig. [Minneapolis] 1976. 
23 p. ill. 

Issued in cooperation with the State Pianning 
Agency. 


MISSISSIPPI 


AGRICULTURAL AND FORESTRY EXPERIMENT 
STATION, Mississippi State. Bulletin. Mississippi 
State. 


- 18815 - 
854. Mississippi's timber resources and their 
economic importynce, by James E. Moak. 
iii, 12 p. ill. 


1977. 


MISSISSIPPI 


- 18816 - 

856. Harvesting 40-inch row cotton with an experi- 
mental cotton combine and a spindle picker [by] 
G.R. Tupper, J.M. Anderson, and W.I. Spurgeon. 
1977. 7p. ill. 


- 18817 - 
857. Relationships of row spacings, nitrogen, and 
seeding rates for cotton production in the Mississip- 
pi Delta [by] G.R. Tupper [and others] 1977. 
9 p. 


- 18818 - 


858. Evaluation of the stoneville parabolic subsoiler, 
by G.R. Tupper. 1977. Tp. ill. 


AGRICULTURAL AND FORESTRY EXPERIMENT 
STATION, Mississippi State. Information sheet. 
Mississippi State. 


- 18819 - 
1279. 1976 soybean evaluation [by] E.E. Hartwig [and 
others] 1977. [3] p. 


AGRICULTURAL AND FORESTRY EXPERIMENT 
STATION, Mississippi State. Research report. 
Mississippi State. 


- 18820 - 

v. 3, no. 9. Evaluation of final washing and immer- 
sion chilling on carcass microflora from fourteen 
Mississippi poultry processing plants [by] A.S. 
Arafa [and] T.C. Chen. 1977. [4] p. ill. 


- 18821 - 

v. 3, no. 12. Studies of water usage in the eviscerat- 
ing operation in poultry processing plants [by] 
T.C. Chen, J.E. Hill [and] R.L. Haynes. 1977. 
[3] p. 


- 18822 - 

AGRICULTURAL AND FORESTRY EXPERIMENT 
STATION, Mississippi State. Soil survey of Clay 
County, Mississippi |by L.C. Murphree and K.H. 
Miller. Mississippi State, 1976] ii, 64, 35 p. ill. 

Issued in cooperation with the U.S. Soil Conserva- 
tion Service. 


AGRICULTURAL AND FORESTRY EXPERIMENT 
STATION, Mississippi State. Technical bulletin. 
Mississippi State. 


- 18823 - 
80. Effects of cocklebur control on soybean produc- 
tion in the Delta of Mississippi, by J.M. Anderson 
and C.G. McWhorter. 1977. 20p. ill. 


- 18824 - 
83. Competition, threshold levels, and control of 


cocklebur in soybeans [by] W.L. Barrentine [and] 
L.R. Oliver. 1977. ii, 27 p. ill. 


- 18825 - 
87. Availability and behavior of soil-applied herbici- 
des [by] K.E. Savage. 1977. i, 10p. ill. 
Issued in cooperation with the Southern Weed 
Science Laboratory, Agri. Res. Serv., USDA. 


- 18826 - 
CRIMINAL JUSTICE PLANNING DIVISION. 1977 
comprehensive plan. [Jackson, 1976?] xix, A422, 
B95, C43, D22 p. ill. 77-623686 


- 18827 - 


JACKSON STATE UNIVERSITY. 


Counseling center; 
you've got a friend. 


Jackson [n.d.] folder. ill. 


- 18828 - 
JACKSON STATE UNIVERSITY. Financing your educa- 


tion at Jackson State University. [Jackson,n.d. 
9} p. ill. 


- 18829 - 
JACKSON STATE UNIVERSITY. Office of University 
Relations. Speakers Bureau. Jackson [n.d. | 
unpaged. 


- 18830 - 

MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Cooperative Extension Service. Nutritional require- 
ments of game birds [by James L. McNaughton and 
Robert L. Haynes. Mississippi State, n.d.] 23 p. 

Issued in cooperation with the USDA South Central 
Poultry Research Laboratory. 


MISSISSIPPISTATE UNIVERSITY, Mississippi State. 


Cooperative Extension Service. Publication. 
[Mississippi State] 
- 18831 - 
962. Clean bean [by Wayne Jordan. n.d.] folder. 
ill. 
- 18832 - 


MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. Development of 
regional water management systems operational pro- 
cedures, by David J. Etzold [and] D.C. Williams, Jr. 
Mississippi State, 1976. iv, 371. 


- 18833 - 

MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. The impact of 
flooding upon land values in the Big Black River 
Basin, by Wayne E. Boyet, Kenneth W. Hollman [and] 
Wayne L. Sterling. Mississippi State, 1976. 

iii, 381. ill. 


- 18834 - 
[MISSISSIPPI UNIVERSITY FOR WOMEN, Columbus! 
The status of precollege psychology in Mississippi and 


Florida: a comparative report [by] Robert J. Stahl. 
Columbus, 1977. ii, 41 p. 


- 18835 - 

MISSISSIPPI UNIVERSITY FOR WOMEN, Columbus. 
Valuing exercises for the environmental education 
classroom [by] Robert J. Stahl. Columbus, 1976. 
i, 33 p. ill. 


- 18836 - 
STATE BOARD OF PUBLIC CONTRACTORS. 


Contrac- 
tors licensed. Jan. 4, 1977. Jackson. 


110 p. 


- 18837 - 


STATE DEPT. OF EDUCATION. Vocational education 


enrollments in Mississippi. 1975/76. [Jackson] 
324 p. 
Report year ends June 30. 72-635381 


- 18838 - 

STATE DEPT. OF EDUCATION. Division of Administra- 
tion and Finance. School Finance and Statistics. 
School dropouts by reason. 1976/77. Jackson. 

79 p. 


- 18839 - 


STATE HOSPITAL COMMISSION. 
priation by counties. 1976/77. 
Report year ends June 30, 


Allocation of appro- 
[Jackson. 2] p. 


- 18840 - 
UNIVERSITY OF SOUTHERN MISSISSIPPI, Hattiesburg. 
Bureau of Educational Research. Mississippi artists, 
by William H. Poirier. Hattiesburg [c1977] 
viii, 106 p. 
On t.p.: No. 36. 


77-623605 


MISSOURI 


- 18841 - 

AUDITOR'S OFFICE. Department of Agriculture, 
Missouri State Fair; report of the State auditor. 
1975/76. [Jefferson City] i, 201. (Its Report no. 
77-38) 

Report year ends June 30. 


MISSOURI 


- 18848 - 
DEPT. OF NATURAL RESOURCES. A breath of fresh 
air? [Jefferson City, n.d.] 14p. 


- 18849 - 
DEPT. OF NATURAL RESOURCES. Environmental 
education resources; information available from the 


Missouri Department of Natural Resources. [Jeffer- 
son City, n.d.] 22p. ill. 
- 18850 - 
DEPT. OF NATURAL RESOURCES. In search of 


solitude. [Jefferson City, n.d.] 9p. ill. 
- 18851 - 
DEPT. OF NATURAL RESOURCES. Missouri water 
quality report [by the Planning Section, Water Quality 


Program, Dept. of Natural Resources. Jefferson 
City, 1977] iv, 104p. ill. 77-6236 56 
- 18852 - 


DEPT. OF NATURAL RESOURCES. Division of Re- 
search and Technical Information. Missouri land 
Survey. [Rolla, n.d.] unpaged. ill. 

‘ssued by the division under its former name: 
Division of Geology and Land Survey. 


- 18853 - 
DIVISION OF COMMERCE AND INDUSTRIAL 
DEVELOPMENT. Missouri corporate planner. 
[Jefferson City, 1976?] unpaged. ill. 


- 18842 - 
AUDITOR'S OFFICE. Department of Agriculture; 
report of the State auditor. 1975/76. [Jefferson 
City] i, 271. ill. (Its Report no. 77-39) 
Report year ends June 30. 


- 18843 - 

AUDITOR'S OFFICE. Department of Conservation; 
report of the State auditor. 1975/76. [Jefferson 
City] ii, 321. (Its Report no. 77-37) 

Report year ends June 30. 


- 18844 - 
CLEAN WATER COMMISSION. Missouri State laws 
pertaining to water and related land resources, by 
Peter N. Davis and James Cunningham. [Jefferson 
City] 1977. 120 p. + 77-623618 


- 18845 - 

COMMISSION ON HUMAN RIGHTS. 

18th; 1975/76. [Jefferson City] 
Report year ends June 30. 


- 18846 - 
CONSTITUTION. Constitution, State of Missouri, 1945. 
Rev. [Jefferson City] James C. Kirkpatrick, secre- 
tary of state, 1974. 238p. ill. 74-623898 


- 18847 - 

CONSTITUTION. 1976 supplement, constitution, State of 
Missouri, 1945 (Revised 1974) [Jefferson City] James 
C. Kirkpatrick, secretary of state [19767] 26 p. 

77-623693 


Annual report. 
251. ill. 
65-64481 


- 18854 - 
Swine influenza. 


DIVISION OF HEALTH. 

City, n.d.] folder. 

Issued in cooperation with the U.S. Center for 
Disease Control. 


[ Jefferson 


- 18855 - 
DIVISION OF MAINTENANCE AND TRAFFIC. Missouri 
State highway system traffic accident statistics, 1976. 
[Jefferson City, 19767] 37p. + ill. 77-623687 


- 18856 - 
DIVISION OF STATE FAIR. Premium book, Missouri 
State Fair...with official rules and regulations of the 
75th annual exposition. 1977. [Jefferson City] 
388 p. ill. 


- 18857 - 
DIVISION OF TOURISM. This is Missouri. 


City, n.d.] 14p. ill. 


[Jefferson 


- 18858 - 

GENERAL ASSEMBLY. House of Representatives. 
House bills truly agreed to and finally passed; first 
regular session, 79th General Assembly. [Jefferson 
City, 1977] unpaged. 


- 18859 - 
OFFICE OF ADMINISTRATION. 
executive branch directory. 
City] 42 p. 


Missouri State 
May 1, 1977. [Jefferson 


| — 


MISSOURI 


- 18860 - 
OFFICE OF ADMINISTRATION. Division of Budget and 


Planning. Missouri overall program design and 
annual work program. 1977/78. [Jefferson City] 
88 p. + ill. 


- 18861 - 
SOUTHWEST MISSOURI STATE UNIVERSITY, Spring- 
field. Center for Archaeological Research. n 


archaeological and historical survey of areas to be 
affected by the construction of the Missouri River 
L-246 levee, Chariton County, Missouri: 1976, pre- 
pared by Robert E. Colley and Michael Fuller. Con- 
ducted for U.S. Army Corps of Engineers, Kansas 
Springfield, 1976. 


City District. 122 p. ill. 


77-623633 


- 18862 - 

STATE DEPT. Records Management and Archives 
Service. Computer output microfilm handbook. 
[Jefferson City, 1976? 10] p. ill. 

Issued by the service under a variant name: Record 
Center and Archives. 


- 18863 - 
STATE DEPT. Records Management and Archives 


Service. Record management program manual. 
[Jefferson City, n.d.] 11p. ill. 


- 18864 - 
STATE HIGHWAY PATROL. Annual report. 
[Jefferson City] 61p. ill. 


1976. 


- 18865 - 
STATE HIGHWAY PATROL. Missouri traffic crashes. 
1977. [Jefferson City] 20p. ill. 
- 18866 - 


STATE HISTORICAL SOCIETY. Your State Historical 


Society. [Jefferson City, n.d. 4] p. 
- 18867 - 
UNIVERSITY OF MISSOURI, Columbia. M book. 
1977/78. Columbia. 60p. ill. (Its Bulletin v. 78, 


no. 16 General 1977 series no. 16)  53-28683 


- 18868 - 

UNIVERSITY OF MISSOURI, Columbia. American 
Archaeology Division. The downstream stockton 
study; the cultural resources survey; final report. 
Conducted for the U.S. Army Corps of Engineers, 
Kansas City District. Columbia, 1977. v, 149 p. 
ill. 


- 18869 - 
UNIVERSITY OF MISSOURI, Columbia. Museum of 


Anthropology. Annual report. " olumbia. 
50 p. ill. 


- 18870 - 

UNIVERSITY OF MISSOURI, Columbia. Water Re- 
sources Research Center. Annual program report 
for submission to Office of Water Research and 
Technology, [U.S. |] Department of the Interior. 
9th-12th; 1972/73-1975/76. [Columbia] 4v. ill 


- 18871 - 
UNIVERSITY OF MISSOURI, St. Louis. 


Validation of 
black children's language responses on a standardized 


test of intelligence [by] L. Wendell Rivers. 
St. Louis, 1976. 531. ill. 


Rev. 
77-623825 


MONTANA 


- 18872 - 
AGRICULTURAL EXPERIMENT STATION, Bozeman. 
Soil survey of Broadwater County area, Montana [by 
J. Art Olsen, Mervyn H. Haub, and Lamonte C. 
Bingham. Bozeman, 1977] ii, 83,53 p. ill. 
Issued in cooperation with the U.S. Soil Conserva- 
tion Service. 


- 18873 - 
BOARD OF OIL AND GAS CONSERVATION. 


Statement 
of crude oil production and valuation; all Montana 
fields and accumulated totals from discovery date. 


1976. [Helena] 2 p. 


BUREAU OF MINES AND GEOLOGY. 


Special publication. 
[Helena] 


- 18874 - 
71. Index map and bibliography of coal studies in 
Montana, compiled by John M. Pinchock. 1975. 
col. map on sheet 59 x 88 cm. 


- 18875 - 

COMMITTEE FOR THE HUMANITIES. Report to the 
Governor on a public forum on the future of Montana's 
economy, Febuary 18-19, 1977. [Sponsored in coopera- 
tion with the Bicentennial Administration and others. 


Helena, 1977] iii, 57 p. ill. 
Title on spine: 'Schumacher-Forbes" public forum 
report. 77-623834 
- 18876 - 


DEPT. OF AGRICULTURE. Montana Department of 
Agriculture educational loan program. ([Helena, n.d.] 
folder. 


- 18877 - 

DEPT. OF HIGHWAYS. Draft environmental impact 
statement; administrative action for project RF 237(26) 
ie West, by Jack R. Beckert. [Helena, 1977] 

41. ill. 


Issued in cooperation with the Federal Highway 
Administration, region 8. 


- 18878 - 
DEPT. OF HIGHWAYS. Official Montana highway map. 
1977. [Helena] col. maps on sheet 45 x 90 cm, 
fold. to 23 x 15 cm. 


Title varies slightly: Montana official highway map. 
Free. 


- 18879 - 
DEPT. OF HIGHWAYS. Planning and Research Bureau. 


Federal aid primary system needs study, 1974-1994. 
[Prepared in cooperation with the Federal Highway 
Administration. 


Helena, n.d.] 63 p. + ill. 


- 18880 - 

DEPT. OF HIGHWAYS. Planning and Research Bureau. 
Montana automatic traffic counters. 1976. Prepared 
in cooperation with the U.S. Bureau of Public Roads. 
[Helena] 91p. ill. 


- 18881 - 

DEPT. OF HIGHWAYS. Planning and Research Bureau. 
Montana Federal aid road log. 1976. | Prepared in 
cooperation with the Federal Highway Administration. 
Helena] iv, 493 p. ill. 


- 18882 - 

DEPT. OF HIGHWAYS. Planning and Research Bureau. 
Traffic by sections, Montana. 1976. [Prepared in 
cooperation with the Federal Highway Administration. 
Helena] iii, 342 p. ill. 72-612767 


- 18883 - 

DEPT. OF INSTITUTIONS. The Montana State plan for 
comprehensive mental health services, submitted for 
review by NIMH, State Mental Health Advisory Coun- 
cil, and community mental health regional boards and 


other interested parties, July 15, 1977. [Helena, 1977] 


iv, 188 p. ill. 

On cover: 1978. 77-623831 
- 18884 - 

DEPT. OF PUBLIC INSTRUCTION. Industrial arts 
planning guide. Pt. 1: an introduction. Helena 
[1976] 181. 

Complete in 3 pts. 


- 18885 - 
DEPT. OF PUBLIC INSTRUCTION. Reading improve- 
ment. [Helena, n.d. 8] 1. 
Issued by the dept. under a variant name: Office of 
Public Instruction. 


- 18886 - 

DIVISION OF FORESTRY. Draft environmental impact 
statement; Swan River State Forest management plan. 
[Helena] 1977. iii, 77 p. ill. 

Issued by the division under a variant name: 

Forestry Division. 


- 18887 - 
DIVISION OF FORESTRY. Subalpine fir; slender spires 


of the high country. Missoula[n.d.] folder. ill. 


- 18888 - 

DIVISION OF HUMAN RESOURCES. Volunteer Bureau. 
Questions to answer as you plan your volunteer pro- 
gram. [Helena, n.d. 6] 1. 

Cover title: 115 questions; formulating your volun- 
teer program. 


- 18889 - 
FISH AND GAME DEPT. Sarpy Basin wildlife ecology 
study [by] Peter R. Martin. Sponsored by Cormorant 
Corporation. [Helena] 1977. iv, 74p. ill. 


Issued by the dept. under a variant name: Dept. of 
77-623833 


Fish and Game. 


JOINT WATER RESOURCES RESEARCH CENTER. 
Report. Bozeman. 


- 18990 - 
82. Changes in the quality of soil water for three 
years following burning, by N. Stark. 1976. 
ill. 


181. 


- 18891 - 
83. Aquatic algae as a diffuse source of bacterial 
contamination in natural waters, by Gordon A. 
McFeters [and others] 1976. 81. 


- 18892 - 

85. Water use in Montana; the role of three govern- 
mental agencies. Three papers presented at the 
third annual Montana History Conference. Spon- 
sored by the Council to Preserve Montana History 
and the Montana Historical Society. 1976. 521. 


- 18893 - 

LAWS, STATUTES, ETC. Laws and resolutions of the 
State of Montana enacted by the Legislature in regular 
session. 45th Legislature, regular session 1977. 
Compiled by Legislative Council. Bozeman, Color 
World of Montana, Inc. 2v. 

Title on spine: Laws of Montana. 
Title varies slightly. 


- 18894 - 
LEGISLATIVE ASSEMBLY. Index [to] House and Senate 


journals. 45th Legislature; 1977. Bozeman, Color 
World of Montana. iii, 382 p. 
- 18895 - 

LEGISLATIVE ASSEMBLY. House of Representatives. 


Journal. 45th Legislature 1977. Bozeman, Color 


World of Montana. 3 v. 53-31385 
Issued by the Legislative Council. 
- 18896 - 
LEGISLATIVE ASSEMBLY. Senate. Journal. 


45th Legislature 1977. 
of Montana. 3 v. 
Issued by the Legislature Council. 


Bozeman, Color World 
53-31384 


- 18897 - 
LEGISLATIVE COUNCIL. Directory of interim 
committees. 1977-79. Helena. i, 431. 


- 18898 - 
MENTAL HEALTH ADVISORY COUNCIL. Report, 
January 1977. [Helena, 1977] vi, 75 p. ill. 
The council was appointed by the Governor in 
accordance with House Joint Resolution no. 66, 


approved Mar. 14, 1974. 77-623830 
MONTANA STATE UNIVERSITY, Bozeman. Cooperative 
Extension Service. Bulletin. Bozeman. 
- 18899 - 


1164, Dryland grain crops and safflower in Richland 
and Dawson Counties [by Jerry Schaefer and LeRoy 
D. Luft] 1977. 23 p. 


MONTANA 


MONTANA 


- 18900 - 

MONTANA STATE UNIVERSITY, Bozeman. Dept. of 
Earth Sciences. State of Montana energy map. Pre- 
pared for the Energy Advisory Council. [Bozeman, 
n.d.] col. map on sheet 64 x 96 cm, 


- 18901 - 

OFFICE OF BUDGET AND PROGRAM PLANNING. 
Appropriations enacted by the 45th Legislative Assem- 
bly for the 1977-1979 biennium. [Helena, 1977] 
unpaged. 


- 18902 - 

OFFICE OF BUDGET AND PROGRAM PLANNING. 
Planning and Research Division. A brief report on 
an evaluation of deinstitutionalization in Montana, 
submitted by Theodore H. Clack, Jr. [Helena] 1977. 
111. 


- 18903 - 
OFFICE OF THE LEGISLATIVE FISCAL ANALYST. 


Appropriations report, 1979 biennium. Helena, 1977. 
218, A76, 4 p. 77-623773 


- 18904 - 
RECREATION AND PARKS DIVISION. Canyon Ferry 
management and development plan and environmental 
impact statement. [Helena, 1977] 56 p. ill. 


- 18905 - 
SECRETARY OF STATE. Montana State and county 
elected officials. 1977-78. Helena. sheet. 


- 18906 - 

SUPREME COURT. Reports of cases argued and deter- 
mined in the Supreme Court of the State of Montana. 
Vol. 168; Oct. /Dec. 1975. Helena, State Pub. Co. 
xxxiv, 547, 18 p. ill. 


Title on spine: Montana reports. 1-31029 


UNIVERSITY OF MONTANA, Missoula. Bureau of 
Government Research. Occasional papers in local 
government. Missoula. 


- 18907 - 

5. Montana local government in review; a televised 
discussion of the future of Montana's cities, towns, 
and counties, October 14,15, 1974. Edited by 
Lauren S. McKinsey and R. June Thornton. [1975] 
20 p. 77-623664 


- 18908 - 
UNIVERSITY OF MONTANA, Missoula. Women's 


Montana divorce handbook [by] 
Missoula, 


Resource Center. 
Joanne Pinaire [and] Marcia Hogan. 
1977. 71p. ill. 


- 18909 - 
WATER RIGHTS BUREAU. Draft environmental impact 
statement; First Continental Corporation water right 
applications. Helena, 1977. iii, 51 p. ill. 


NEBRASKA 


AGRICULTURAL EXPERIMENT STATION, Lincoln. 
MP. Lincoln. 


- 18910 - 
33. Nebraska tractor test data. 1977. 56p. 
Issued by the University of Nebraska, Dept. of 
Agricultural Engineering. 
$1.00 


- 18911 - 
BUREAU OF DAIRIES AND FOODS. 
nine case studies of its cause and prevention. 
coln, n.d.| folder. 


Food poisoning; 
{Lin- 


- 18912 - 
BUREAU OF DAIRIES AND FOODS. 
kitchen. [Lincoln, n.d.] folder. 


Food safety in the 


- 18913 - 
BUREAU OF DAIRIES AND FOODS. Nutrition labels on 
food. [Lincoln, n.d.] folder. 


- 18914 - 
BUREAU OF DAIRIES AND FOODS. Outdoor food 
safety. [Lincoln, n.d.] folder. ill. 


- 18915 - 
BUREAU OF DAIRIES AND FOODS. Protecting your 
family from food poisoning. [Lincoln, n.d.] folder. 


- 18916 - 
COMMISSION ON AGING. The Nebraska Commission 
on Aging. [Lincoln, n.d.] 4 pieces in portfolio. 


- 18917 - 
COMMISSION ON DRUGS. Counselor certification 
program. [Lincoln, n.d. 2] p. 


- 18918 - 

COMMISSION ON LAW ENFORCEMENT AND CRIMINAL 
JUSTICE. Comprehensive criminal justice plan. 
1978. [Lincoln] xxvi, 339 p. ill. 

Title varies slightly: Criminal justice compre- 
hensive plan. 


- 18919 - 
COMMISSION ON LAW ENFORCEMENT AND CRIMINAL 
JUSTICE. Uniform crime report; offenses known 
to police. 1976. Prepared by Marilyn K. Kumm. 
[Lincoln] 104 p. ill. 


- 18920 - 
COORDINATING COMMISSION FOR POSTSECONDARY 
EDUCATION. Annual report to the Governor. 
ist; Jan. 21, 1977. [Lincoln] 55 p. 
The commission was created by legislative bill 579 
adopted by the 1976 Nebraska Legislature. 


NEBRASKA 


- 18921 - 09 
DEPT. OF AERONAUTICS. Nebraska airport directory. - 18930 - 
[Lincoln, 1976?] unpaged. ill. DEPT. OF PUBLIC INSTITUTIONS. Biennial report. 
$2 00 7th; 1973/75. [Lincoln] 225 p. ill. 


Report period ends June 30. 65-63219 


- 18922 - 


oe - 18931 - 
DEPT. OF AGRICULTURE. Wheat Division. Bulgur DEPT. OF PUBLIC INSTITUTIONS. Education/Publica- 
recipes. [Lincoln, n.d. 7] p. tion [Division] Stimulants; some questions and ans- 
wers. [Lincoln, n.d.] 6p. 


- 18923 - 
DEPT. OF ECONOMIC DEVELOPMENT. Available 
industrial buildings. [Lincoln] 


Issued in cooperation with the National Clearing- 
house for Drug Abuse Information. 


- 18932 - 
DEPT. OF PUBLIC INSTITUTIONS. Education/Publica- 


Oxford, Nebraska. [n.d. 2]p. ill. tion [Division] Understanding your child; cooperation. 
Shelton, Nebraska. [n.d. 2] p. ill. Lincoln, n.d.] folder. ill. 
Sidney, Nebraska. [n.d. 2]p. ill. 


- 18933 - 
- 18924 - 
DEPT. OF ECONOMIC DEVELOPMENT. Available DEPT. OF VETERANS' AFFAIRS. Directory of facili- 
industrial site. [Lincoln] ties serving Nebraska veterans. Sept. 1976. [Lin- 
coln] 66 p. 


Atkinson, Nebraska. [n.d. 2]p. ill. - 18934 - 
Fredont, Nebraska. [n.d. 2] p. ill. DIVISION OF COMMUNITY HEALTH EDUCATION. 
Nebraska Department of Health resources. [Lincoln, 
- 18925 - n.d. ] folder. 
DEPT. OF ECONOMIC DEVELOPMENT. Community 
beautification; it's more than clean-up, fix-up, paint- - 18935 - 


up. [Lincoln] 1977. 9p. 


DIVISION OF EMPLOYMENT. Research and Statistics. 
On cover: Community assistance pamphiet II 


Occupational information, employment projections 
19026 program, estimated employment for calendar years 
DEPT. OF ECONOMIC DEVELOPMENT. Nebraska 1977 and 1978, average annual job openings for calen- 


: : : dar year 1978 due to growth and due to repl t 
77-622950 
community profile. [Lincoln] Lincoln SMSA. [Lincoln, n.d.] 131. 


Bassett. [1976? 4] p. - 18936 - 

Broken Bow. [1976? 4] p. DIVISION OF EMPLOYMENT. Research and Statistics. 

Columbus. [19767 4] p. Occupational information, employment projections 

Fairbury. [1976? 4] p. program, estimated employment for calendar years 

Falls City. [1976? 4] p. 1977 and 1978, average annual job openings for calen- 

Fremont. [1976? 4] p. dar year 1978 due to growth and due to replacement, 

Hastings. [1976? 4] p. Omaha SMSA. [Lincoln, n.d.] 131. 

Hooper. [1976? 4] p. 

Humboldt. [19762 4] p. ~ 16937 - 

Kearney. [19767 4] p. DIVISION UF HEALTH SYSTEMS PLANNING. The 1976 

Lincoln. [1976 ? 4] p. Nebraska health manpower plan: a strategy for allevia- 

Me Cook. [1976? 4] p. ting health manpower needs in high priority areas; 

Red Cloud. [19762 4] p. executive summary. [Lincoln] 1977. 36 ill. 

South Sioux City. [1976? 4] p. 

Schuyler. [1976? 4] p. - 18938 - 

Wahoo. [1976? 4] p. DIVISION OF HEALTH SYSTEMS PLANNING. The 

York. [1976? 4] p. physician's assistant in Nebraska; a status report 

from the Board of Examiners in Medicine and Surgery. 
- 18927 - Prepared in cooperation with the Board of Examiners, 
DEPT. OF FIRE PREVENTION. Annual report. Division of Health Data and Statistical Research, 
68th; 1976. [Lincoln] 43 p. ill. 54- 15997 Health Dept. and the Division of Physician's Assistant 


Education, University of Nebraska Medical Center. 
- 18928 - [Lincoln] 1977. 18, 21. ill. 

DEPT. OF HEALTH. Roster of hospitals licensed. 
Jan. 1, 1977. Lincoln. 46 p. 


- 18939 - 
FEED, FERTILIZER, AND ECONOMIC POISONS 
- 18929 - SECTION. Report of commercial feeds and com- 
DEPT. OF PERSONNEL. Classification & pay plan. mercial fertilizers. 1975/76. [Lincoln] 48 p. 
July 1, 1977. [Lincoln] ii, 104 p. Report year ends June 30. 


NEBRASKA 


- 18940 - 
GAME AND PARKS COMMISSION. Nebraska's sandhills 
lakes, by D. Bruce McCarraher. Editor: Elizabeth 
Huff. Lincoln, 1977. 67 p. ill. 77-623677 


- 18941 - 
KEARNEY STATE COLLEGE. 
review. Vol. 5, no. 1; 1977. 
annual. 
$3.00. 


Platte Valley 


Kearney. 150 p. 


- 18942 - 
LAWS, STATUTES, ETC. Law relating to the practice 
of barbering. Lincoln, Board of Barber Examiners, 
1976. iv, 21p. 


- 18943 - 
LAWS, STATUTES, ETC. Laws passed by the Legisla- 
ture of the State of Nebraska. 85th Legislature, 
ist session, 1977. Compilied by Vincent D. Brown. 
[Lincoln] Allen J. Beermann, secretary of state. 
x, 1443, 66 p. 
Title on spine: Laws of Nebraska. 


18944 - 

LAWS, STATUTES, ETC. Revised statutes of Nebraska 
[1943] 1977 suppl. Edited, annotated, and published 
by the Revisor of Statutes. [Lincoln, c1977] 1180 p. 

49- 45064 


- 18945 - 
MERIT SYSTEM COUNCIL. Joint Merit System biennial 
report. 33d-36th; 1972/74-1974/76. Lincoln. 
2v. ill. 
Has also distinctive title: Annual reports. 
Report period ends June 30. 


- 18946 - 
NATURAL RESOURCES COMMISSION. Implementation 
of Elkhorn River Basin water quality management plan; 


a biennial report to the governing bodies and the public. 
Prepared [in cooperation with the] Dept. 


Ist; 1975-76. 
of Environmental Control. [Lincoln] 7 p. 
- 18947 - 
NATURAL RESOURCES COMMISSION. Implementation 
of Loup River Basin water quality management plan; a 


biennial report to the governing bodies and the public. 
Ist; 1975-76. 


of Environmental Control. [Lincoln] 9 p. 
- 18948 - 

NATURAL RESOURCES COMMISSION. Implementation 
of Middle Platte River Basin water quality management 
plan; a biennial report to the governing bodies and the 
public. Ist; 1975-76. Prepared [in cooperation with 
the] Dept. of Environmental Control. [Lincoln] 8 p. 


- 18949 - 

NATURAL RESOURCES COMMISSION. Implementation 
of North Platte River Basin water quality management 
plan; a biennial report to the governing bodies and the 
public. Ist; 1975-76. Prepared [in cooperation witt. 

[Lincoln] 9 p. 


the] Dept. of Environmental Control. 


Prepared [in cooperation with the] Dept. 


- 18950 - 
NATURAL RESOURCES COMMISSION. 


Implementation 

of Salt Creek Basin - Lincoln metropolitan area water 
quality management plan and Lower Platte River Basin 
water quality management plan; an annual report to the 


governing bodies and the public. 1976. Prepared 
{in cooperation with the] City of Lincoln [and others. 
Lincoln] 15 p. 

Title varies: Implemention of Salt Creek Basin - 
Lincoln metropolitan area water quality management 
plan; an annual report. 


- 18951 - 

NATURAL RESOURCES COMMISSION. Implementation 
of South Platte River Basin water quality management 
plan; a biennial report to the governing bodies and the 
public. ist; 1975-76. Prepared {in cooperation with 
the] Dept. of Environmental Control. [Lincoln] 8 p. 


- 18952 - 
OFFICE OF THE ADJUTANT GENERAL. 
of the adjutant general. 1975/76. 
ill. 
Issued by the Information Office, Office of the 
Adjutant General. 
Report year ends June 30. 


Annual report 
[Lincoln] 69 p. 


- 18953 - 

OFFICE OF THE ADJUTANT GENERAL. Nebraska 
National Guard policies, travel and transportation, 
Federal, effective date 1 May 1977, prepared by 
USPFO for Nebraska. Lincoln, 1977. ii, 1, 3, 2, 

3, lp. (Its Military department regulation NE ARNGR 
55-355) 


- 18954 - 

OFFICE OF THE ADJUTANT GENERAL. Army National 
Guard Division. Nebraska National Guard; administra- 
tion supply training handbook, effective 1 June 1977. 
Lincoln, 1977. various pagings. (Its Military depart- 
ment pamphlet NE ARNG Pam 1-3) 


- 18955 - 

OFFICE OF THE ADJUTANT GENERAL. Military 
Support Section. Operation plan 2; Military Depart- 
ment of Nebraska, military support to civil authori- 
ties for natural disasters. Lincoln [1977] 
pagings. ill. 


various 


- 18956 - 
OMAHA PUBLIC POWER DISTRICT. 


Annual report. 
1976. [Omaha] 27p. ill. 


- 18957 - 


STATE BOARD OF EDUCATION. Annual report... 


to the Governor and the Legislature. 1975/76. 
[Lincoln] 21p. ill. 
Report year ends June 30. 5-41339 


STATE CIVIL DEFENSE cy. Crisis Resource 
Management Office. State of Nebraska resource 
crisis management study; government sector. [Lin- 
coln, 1976] i, 54 p. 


: 
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- 18959 - 

STATE DEPT. OF EDUCATION. Planning, Evaluation, 
and Research Branch. Statistical Services Section. 
Statistics and facts about Nebraska schools. 1975/76- 
1976/77, v. 1. [By Harley Pfeiffer] Lincoln. 2 v. 
ill. 


- 18960 - 
UNIVERSITY OF NEBRASKA. Computer Network. 
UNCN and health care. [Lincoln, n.d.] folder. 


- 18961 - 

UNIVERSITY OF NEBRASKA, Lincoln. Unionism and 
the University of Nebraska; non-academic unions, 
universities, and you: answers to questions often 


asked about collective bargaining. [Lincoln, 1976] 
10 p. 


UNIVERSITY OF NEBRASKA, Lincoln. 
Business Research, 
reports. [Lincoln] 


Bureau of 
Nebraska economic and business 


- 18962 - 
15. Nebraska retail sales, 1968-1975. fey 
20 p._ ill. 77-623625 


- 18963 - 
17. 1970 Nebraska population counts-revised; adjusted 
county, age, sex, and race data, prepared by 
Vicki S. Stepp. Computer assistance by Tim 
Einspahr. 1977. 90p. ill. 77-623678 


- 18964 - 

UNIVERSITY OF NEBRASKA, Lincoln. [College of Law] 
Nebraska law review index; volumes one through fifty- 
five, 1922-1976. [Lincoln, c1977] 142 p. 

77-623694 


- 18965 - 

UNIVERSITY OF NEBRASKA, Lincoln. Conservation 
and Survey Division. Nebraska mineral operations 
review, 1976 [by| R.R. Burchett and G,R. Svoboda, 
Lincoln, 1977. 131. ill. 


UNIVERSITY OF NEBRASKA, Lincoln. 
and Survey Division. 
Lincoln. 


Conservation 
Nebraska water survey paper. 


- 18966 - 
44. Groundwater levels in Nebraska. 1976. [By] 
Michael J. Ellis and Darryll T. Pederson. Pre- 


pared in cooperation with U.S. Geological Survey. 
viii, 96 p. ill. 


- 18967 - 
UNIVERSITY OF NEBRASKA, Lincoln. 
Extension Service. 
Henderson! Rev. 
(Its EC 77-856) 


Cooperative 
Estate planning [by Philip A. 
Lincoln [1977] 47 p. ill. 


- 18968 - 

UNIVERSITY OF NEBRASKA, Lincoln. Cooperative 
Extension Service. A 4-H guide; selecting & exhibit- 
ing vegetables for the fair, by Brent Hoadley, Ralph 
Neild [and] Dave Nuland. Lincoln [n.d.] 10 p. 

(its EC 12-33-77) 


NEVADA 


- 18969 - 

UNIVERSITY OF NEBRASKA, Lincoln. Dept. of 
Chemical Engineering. Nebraska 2 million mile 
gasohol road test program; sixth progress report, 
1 April 1976 to 31 December 1976, by Wm. A. 
Scheller. Lincoln, 1977. 151. ill. 


- 18970 - 
UNIVERSITY OF NEBRASKA, Lincoln. Great Plains 
National Instructional Television Library. The GPN 
film finder. [Lincoln, n.d.] 51 p. ill. 


- 18971 - 
UNIVERSITY OF NEBRASKA, Lincoln. 


Coring Office. 
[Lincoln, 1977} 
- 18972 - 


UNIVERSITY OF NEBRASKA, Lincoln. Sheldon Memor- 
ial Art Gallery. Nebraska crafts exhibiticn [held] 
May 8 - June 5, 1977. |Sponsored in cooperation with 
the Nebraska Crafts Council] Lincoln [1977| 
unpaged. ill. 


Polar Ice 
Greenland ice sheet program. 
4p. ill. 


- 18973 - 

UNIVERSITY OF NEBRASKA, Lincoln. Water Re 
sources Research Institute. Biological control of 
blue-green algae; project completion report [by] 
Eugene L. Martin. [Lincoln] 1976. 161. ill. 


- 18974 - 

UNIVERSITY OF NEBRASKA MEDICAL CENTER, Omaha. 
School of Allied Health Professions. Annual report. 
1975/76. Submitted by W.R. Ruegamer. 
107 p. 

Report year ends June 30. 
The school was established by the Board of Regents 
of the University of Nebraska in Oct. 1972. 


{Omaha} 


NEVADA 


_ All Nevada publications are distributed by the agencies 
issuing them. They are not available from the State Printing 


Office. 


AGRICULTURAL EXPERIMENT STATION, 


Reno. 
B. Reno. 


- 18975 - 
42. Characteristics ot the range cattle industry, 
1972, region III - Northeastern Nevada [by] Burk: 


Mitchell [and] James R. Garrett. 1977. 15 p 


- 18976 - 
115. Progress report; Pahrump Field Laboratory. 
1977. i, 13 p. 


~ 18977 - 
123. Progress report; Southern Nevada Field Labora- 
tory. 1977. 47p. 


- 18978 - 
CIGARETTE TAX [BRANCH] Report of net revenue 
received from State cigarette wholesalers from the 


sale of decalcomania and meter stamps. 


1976 
Carson City. [1] 1. 
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NEVADA 


- 18979 - 

DEPT. OF HIGHWAYS. Administrative action, final 
environmental impact statement; FHWA-NV-EIS- 
76.03-F; east leg of U.S. 95 near the intersection of 
Las Vegas Boulevard and Bonanza Road in the City of 
Las Vagas East and south to U.S. 95 near Railroad 
Pass South of the City of Henderson, Nevada, a por- 
tion of which from the northwestern terminus to the 
Boulder Highway (U.S. 95) is the 1-515 spur. ([Car- 
son City] 1977. various pagings. ill. 

Issued by the dept. under a variant name: Highway 
Dept. 

Issued in cooperation with the Federal Highway 
Administration. 

Cover title: Final environmental impact statement; 
east leg: U.S. 95 expressway & I-515 spur. 


- 18980 - 
DEPT. OF HIGHWAYS. [Environmental assessment, 
negative declaration] FHWA-NSHD-ND-76-02F, 
Glendale Avenue in Sparks, Nevada; project no. M- 
476(1), from the Truckee River east to Stanford Way, 
a distance of 1.896 miles. [Carson City! 1977. 
ix, 1031. ill. 


- 18981 - 

DEPT. OF HIGHWAYS. Planning Survey Division. 
General highway map{s]...Clark County. Prepared 
in cooperation with the Federal Highway Administra- 
tion. Carson City. maps on sheets 56 x 43 cm. 

Issued by the dept. under a variant name: State 
Highway Dept. 


Blue Diamond NE. 1977. 
Blue Diamond SE. 1977. 
Gass Peak SW. 1977. 
Henderson. 1977. 

Las Vegas NE. 1977. 
Las Vegas NW. 1977. 
Las Vegas SE. 1977. 
Las Vegas SW. 1977. 
Tule Springs Park. 1977. 
Valley. 1977. 


18982 - 
DEPT. OF HUMAN SERVICES. Probation subsidy; 
news in "shorts", juvenile community services, 
Carson City, Nevada. [Carson City] 1977. 21. 


- 18983 - 
DIVISION OF COLORADO RIVER RESOURCES. 


Annual 


Smith water treatment facility. 1977. Boston, 
Metcalf and Eddy Engineers. ii, 18, A7 p. 
The division created within the State Dept. of 


Ch. 763, approved May 3, 1973. 


- 18984 - 

DIVISION OF GAME. Canada goose population estab- 
lishment; job performance report; Federal aid in 
wildlife restoration project W-48-8, study R-XV, 
job 5, by Larry Barngrover. Reno, 1977. 51. 


investigation and program review [for] Alfred Merritt 


Conservation and Natural Resources by Statutes, 1973, 


- 18985 - 
EMPLOYMENT SECURITY RESEARCH SECTION. 


Nevada employment and payrolls. 1976. [Carson 
City] 38 p. 

- 18986 - 

HISTORICAL SOCIETY. An index to the publications of 
the Nevada Historical Society, 1907-1971. Eric 
Moody, compiler. Reno[c1977] 151 p. 

77-623597 


- 18987 - 


LEGISLATIVE COUNSEL BUREAU. Index and tables 


for bills and resolutions introduced in the Senate and 
Assembly, Nevada Legislature, fifty-ninth session, 
Final ed. 


1977, through adjournment May 9, 1977. 
{Carson City, 1977] 1162, T65 p. 


- 18988 - 
LEGISLATIVE COUNSEL BUREAU. 


Later case service 
to annotations to Nevada revised statutes and Nevada 
digest with digests of advance opinions of Nevada 


Supreme Court. 3d rev. ed. Carson City, 1977. 
v, Al6, D90, AO107, FO4, AGO6 p. 72-634593 


- 18989 - 

LEGISLATURE. Assembly. Assembly history showing 
history actions on all measures with list of members, 
officers, attachés, committees, and effective dates of 
approved bills and legislative box score; final volume 
...fifty-ninth session, compiled under the direction of 
Mouryne B. Landing. Carson City, 1977. 272 p. 
ill. 


- 18990 - 

LEGISLATURE. Senate. Senate history, showing 
history actions On all measures with list of members, 
officers, attachés, committees, effective dates of 
approved bills and legislative box score; final volume 
...fifty-ninth session, compilied under the direction 
of Leola H. Armstrong. Carson City, 1977. 188 p. 
ill. 


~ 18991 - 

LIQUOR TAX BRANCH. Report of imports of beer, wine, 
and liquors and the excise tax from the licensed im- 
porters. 1976/77. Carson City. [1] 1. 

Report year ends June 30. 


- 18992 - 

OFFICE OF THE STATE PLANNING COORDINATOR. 
Directory of local planning organizations. May 1977. 
[Carson City] v, 44p. ill. 

Issued by the office under a variant name: 
Governor's Office of Planning Coordination. 


- 18993 - 
STATE DEPT. OF EDUCATION. ESEA title IV-B; 
project profiles. Carson City, 1976. iv, 221. 
Cover title: Nevada ESEA title IV-B; project 
profiles. 


- 18994 - 

TRAFFIC SECTION. Annual traffic report, Nevada 
highways. 1976. Prepared in cooperation with 
Federal Highway Administration. [Carson City] 
12, 33, 224 p. ill. 


$4.00 60-62531 


— 


UNIVERSITY OF NEVADA, Las Vegas. James R. Dick- 


inson Library. Information bulletin. Las Vegas. 


- 18995 - 
1. Indexes and abstracts. [n.d. 6] 1. 


- 18996 - 
3. Selective guide to sources of business information. 
{n.d. 4] 1. 


- 18997 - 
4. Need literary criticism? [n.d. 6] 1. 


- 18998 - 

UNIVERSITY OF NEVADA, Reno. Bureau of Govern- 
mental Research. Energy and Nevada. Edited by 
Allen R. Wilcox and Richard Ganzel. Reno, 1977. 
viii, 268 p. ill. 77-623672 


UNIVERSITY OF NEVADA SYSTEM. Desert Research 
Institute. Technical report series H-W. Hydrology 
and water resources publications. Las Vegas. 


- 18999 - 

32. Nitrogen contamination sources in shallow ground 
water, Las Vagas area, Nevada, by John W. Hess 
[and] Ralph O. Patt. 1977. vi, 60p. ill. 

Issued by its Water Resources Center. 


$4.00 
NEW HAMPSHIRE 


- 19000 - 
AERONAUTICS COMMISSION. Biennial report. 
1974/76. [Concord] unpaged. ill. 
Report period ends June 30. 


- 19001 - 
BOARD OF EDUCATION. Certification standards for 
educational personnel in New Hampshire. [Concord] 
1974. 79p._ ill. 77-623669 


- 19002 - 

DEPT. OF EDUCATION. Learning resources personel. 
1975-77. [By Libraries and Learning Resources 
Program, Division of Instruction, Dept. of Education. 
Concord] 3v. annual. 

1975 and 1976 ed. were issued by its Division of 
Instruction. 


- 19003 - 
DEPT. OF EDUCATION. Proposed standards & guide- 
lines for middle /junior high schools. Concord, 1976. 
iii, 101 p. ill. 


- 19004 - 
DEPT. OF EDUCATION. Division of Administration. 
Preliminary costs per pupil for purposes of tuition. 
1975 /76-1976/77. Concord. 2v. 


- 19005 - 
DEPT. OF EDUCATION. Division of Administration. 
Preliminary expenditures of school districts. 
1974/75-1975 /76. Concord. 2v. 


NEW HAMPSHIRE 


- 19006 - 
DEPT. OF EDUCATION. Division of Administration. 
Property valuations and long-term borrowing capacity 
of New Hampshire school districts. 1975/77. 
Concord. 6p. 


- 19007 - 
DEPT. OF EDUCATION. Division of Administration. 
School transportation summary. 1974/75-1975/76. 
Concord. 2v. 76-640455 


- 19008 - 

DEPT. OF EDUCATION. Division of Administration. 
State support to public elementary and secondary edu- 
cation in New Hampshire; net amounts requested by 
State Board of Education and net amounts appropriated 
by General Court. 1973/77. Concord. sheet. 


- 19009 - 

DEPT. OF EDUCATION. Division of Administration. 
Total net revenue of school districts. 1974/75- 
1975/76. Concord. 2v. 75-649901 

- 19010 - 

DEPT. OF EDUCATION. Division of Administration. 
Valuations, property tax assesments, and school tax 
rates of school districts. 1973/74-1974/75. Concord. 
2 Vv. 


[DIVISION OF FORESTS AND LANDS] 
[Concord] 


Fox forest notes. 


- 19011 - 
111. Jack Pine growth depends on seed source and 
planting site [by Henry I. Baldwin] 1975. [3] p. 


- 19012 - 
112. Trees and history [by] Philip Verrier. 
folder. ill. 
A reprint. 


[1976] 


- 19013 - 
DIVISION OF FORESTS AND LANDS. Information on 
timber harvesting laws in New Hampshire [by] Ernest 
J. Babcock. Rev. [Concord]1977. 15p._ ill. 


- 19014 - 
DIVISION OF INLAND AND MARINE FISHERIES. 
Annual report. 1976. [Concord] v, 86p. ill. 
75-647116 


FISH AND GAME DEPT. Concord, 


Survey report. 
- 19015 - 

6. A history of New Hampshire game and furbearers, 
by Helenette Silver. 2d. ed. 1974. xiv, 466 p. 
ill. 

Cover title: New Hampshire game and furbearers; 
a history. 


On spine: Vol. 1. 77-623691 


- 19016 - 
GENERAL COURT. Roster of the General Court. 
1975. [Concord] 181. 


- 19017 - 
HOUSING COMMISSION. New Hampshire housing needs 


study; summary report. 
prehensive Planning. 


Prepared for Office of Com- 
Concord, 1977. 23p._ ill. 


a 

1021 


- 19018 - 

OFFICE OF EQUAL EDUCATIONAL OPPORTUNITY. 
Count of persons by mother tongue: New Hampshire; 
compiled from the 1970 census of population; draft. 
Concord [1976] unpaged. 


- 19019 - 
OFFICE OF EQUAL EDUCATIONAL OPPORTUNITY. 
Percent French mother tongue: New Hampshire places, 
towns, and cities. Concord [1976] unpaged. 


- 19020 - 

OFFICE OF TEACHER EDUCATION AND PROFESSIONAI 
STANDARDS. The handbook for staff development; 
New Hampshire educational resource catalog. Pt. 1. 
[Concord, 1974] 41p. ill. 


- 19021 - 

OFFICE OF TEACHER EDUCATION AND PROFESSIONAL 
STANDARDS. New Hampshire educational resource 
catalog. Pt. II: Externalresources. Concord, 1975. 
57 p. 


19022 - 
PLYMOUTH STATE COLLEGE. President's report. 
1973/74-1975/76. Plymouth. 3v. ill. annual. 
1974/75 ed. has title: Report of the president. 


- 19023 - 
PLYMOUTH STATE COLLEGE. Herbert H. Lamson 
Library. Handbook. 1974/76-1976778. Plymouth. 
fii. biennial. 


- 19024 - 
PLYMOUTH STATE COLLEGE. Herbert H. Lamson 
en Report of the director of library services. 
Plymouth. 45 p. 
Report year ends June 30. 
Issued as its Newsletter for July 1, 1977. 


- 19025 - 
STATE CIVIL DEFENSE AGENCY. Civil defense roster. 


June 1, 1977. 


[Concord] 
no. 77/380) 


15p. (Its Circular letter 


- 19026 - 
STATE LIBRARY, Concord. Directory [of] New 
Hampshire libraries. 4th, 6th; 1975, 1977. 
[Concord] 2v. ill. 


- 19027 - 
STATE LIBRARY, Concord. Shifting patterns of library) 
service in New Hampshire; a proposal for new direc- 
tions [by] Rachel B. Sanborn [and] Jacqueline Jordan. 


[Concord] 1975. 14, 5, 5p. 
- 19028 - 

[STATE LIBRARY, Concord] A survey of New Hamp- 
shire library trustees and their boards. [Concord] 
New Hampshire Library Trustees Association, 1975. 
unpaged. ill. 


UNIVERSITY OF NEW HAMPSHIRE, Durham. Water 
Resources Research Center. Research report. 
Durham. 


- 19029 - 

12. Impact of toxic clones of blue-green algae on 
water quality as related to aquatic animals, by 
Philip J. Sawyer, Miyoshi Ikawa [and] John J. 
Sasner, Jr. [n.d.] iii, 35p. ill. 

On t.p.: Completion report. 


- 19030 - 

13. Mixing and circulation of lakes and reservoirs 
with air plumes, by Robert S. Torrest [and] John 
Wen. [19767] iii, 118, Al0p. ill. 

On t.p.: Completion report. 


- 19031 - 

14. Fulvic acid-metal ion interactions in water, by 
James H. Weber [and] Stephen A. Wilson. [n.d.] 
iii, 45 p. 

On t. p.: Completion report. 


WATER SUPPLY AND POLLUTION CONTROL 
COMMISSION. Staff report. [Concord] 


- 19032 - 
71. Nonpoint source pollution control strategy. 
1976. iii, 7, Al, Bl, C2, D5 p. 


- 19033 - 

WORKING COMMITTEE ON SCHOOL AND PUBLIC 
LIBRARY COOPERATION. School and public library 
cooperation in New Hampshire; a report with recom- 
mendations. [Concord] 1974. 14 p. 

The committee was created in 1974 by the Board of 
Education and the State Library Commission. 


- 19034 - 

WORKING COMMITTEE ON SCHOOL AND PUBLIC 
LIBRARY COOPERATION. A statewide program for 
school and public library cooperation. [Concord] 
1976. 10, 2p. 


NEW JERSEY 


- 19035 - 
BUREAU OF ACCIDENT RECORDS. Summary of motor 
vehicle traffic accidents; summary report of all 
accidents. 1972. [Trenton. 2] p. 


- 19036 - 
BUREAU OF ACCIDENT RECORDS. Summary of motor 
vehicle traffic accidents; summary report of fatal 
accidents. 1972-73. [Trenton] 2 v. 


- 19037 - 

BUREAU OF ACCIDENT RECORDS. Summary of motor 
vehicle traffic accidents; summary report of motor- 
cycle, motorscooter [and] motor bike accidents. 
1972-73. [Trenton] 2v. 


NEW HAMPSHIRE 

| 

= 1022 


- 19038 - 


BUREAU OF ACCIDENT RECORDS. Summary of motor 


vehicle traffic accidents; summary report of pedalcycle 
[Trenton] 2 v. 


accidents. 1972-73. 
- 19039 - 
BUREAU OF ACCIDENT RECORDS. Summary of motor 
vehicle traffic accidents; summary report of pedestrian 
accidents. 1972-73. [Trenton] 2 v. 


- 19040 - 
BUREAU OF ACCIDENT RECORDS. Summary of motor 
vehicle traffic accidents; summary report of rural 
accidents. 1972-73. [Trenton] 2 v. 


- 19041 - 
BUREAU OF ACCIDENT RECORDS. Summary of motor 
vehicle traffic accidents; summary report of school 
bus accidents. 1972-73. [Trenton] 2 v. 


- 19042 - 
BUREAU OF ACCIDENT RECORDS. Summary of motor 
vehicle traffic accidents; summary report of truck 
accidents. 1972-73. [Trenton] 2 v. 


- 19043 - 
BUREAU OF STATE USE INDUSTRIES. 
1976/77. Trenton. 201. 
Report year ends June 30. 


Annual report. 
A60-9178 


- 19044 - 

DEPT. OF HEALTH. Accident Prevention and Poison 
Control. New lead poisoning legislation, Senate bill 
#152, chapter 166, P.L. 1976 NJSA (24:14A-1) et al. 
Trenton [n.d.] 3p. 


- 19045 - 
DEPT. OF HUMAN SERVICES. Bureau of Statistical 
Analysis and Social Research. Psychiatric hospital 
statistics; State and county psychiatric hospitals. 
1975/76. Trenton. vi, 176 p. 
Report year ends June 30. 


73-644805 


- 19046 - 

DEPT. OF LABOR AND INDUSTRY. Division of Planning 
and Research. Occupational employment in New 
Jersey government [by Kenneth Welde and Thomas 
Charpentier] Trenton, 1977. 103p. ill. 

77-623676 


- 19047 - 
DEPT. OF LABOR AND INDUSTRY. Division of Planning 


and Research. Per capita personal income ranked by 


States, 1976. [Trenton] 1977. [2] p. 


- 19048 - 

DEPT. OF LABOR AND INDUSTRY. Division of Planning 
and Research. Office of Labor Statistics. Occupa- 
tional illnesses and injuries in New Jersey. 1972-75. 
Conducted in cooperation with the U.S. Bureau of 
Labor Statistics. [Trenton] 22p. ill. annual. 


- 19049 - 
DEPT. OF LAW AND PUBLIC SAFETY. 
1975. [Trenton] 80p._ ill. 


Annual report. 
A65-7291 


NEW JERSEY 


DEPT. OF TRANSPORTATION. Division of Research 
and Development. Bureau of Instrumentation Services. 
Noise measurements; second interim report, 1974- 
1975, by Thomas Fuca, Vincent Gazzillo [and] Chuck 
Wong. Prepared in cooperation with the Federal 
Highway Administration. [Trenton] 1975. iii, 228 p. 
ill. 

76-002-7787. 


77-623685 


- 19051 - 

DEPT. OF TRANSPORTATION. Division of Research 
and Development. Bureau of Operations Research. 
Evaluation of snowplowable raised reflective pave-_ 

ment markers in New Jersey, by M.V. Jagannath and 

A.W. Roberts. Prepared in cooperation with the 

Federal Highway Administration. [Trenton] 1976. 

ii, 54 p. ill. 

Available from: National Technical Information 

Service, Springfield, Va 22161. 
FHWA-NJ-RD77-004-7708. 


- 19052 - 
DEPT. OF TRANSPORTATION. Division of Research 


and Development. Bureau of Structures, Material, and 
Applied Mechanics Research. 


Vehicle entrapment [by] 
George W. Indahl, John J. Quinn [and| Kenneth C. 
Afferton. Prepared in cooperation with the Federal 
Highway Administration. [Trenton] 1976. ix, 50 p. 
ill. 
FHWA-NJ-RD76-008-7701. 


- 19053 - 
Annual report. 


77-623675 


1976. 
75-645180 


DIVISION OF BANKING. 
[Trenton] 93 p. 


- 19054 - 


DIVISION OF BUILDING AND CONSTRUCTION. Barrier 
free design for providing facilities for the physically 
handicapped in public buildings. Trenton [1977] 

vii, 45, D8 p._ ill 
$2.00 77-623671 


- 19055 - 

DIVISION OF LOCAL GOVERNMENT SERVICES. 
Municipal incorporations of the State of New Jersey 
according to counties. [Revisions by H. L. Mathews. 
Trenton] 1977. 87 p. 77-623858 


- 19056 - 

DIVISION OF STATE POLICE. Uniform Crime Unit. 
New Jersey uniform crime reporting; preliminary 
annual release. 1976. [West Trenton] folder. 

Issued by the unit under a variant name: Uniform 
Crime Reporting Unit. 


- 19057 - 
GOVERNOR. What has government done for you lately? 
A summary of Bryne administration actions to help 
the elderly. [Trenton] 1976. folder. ill. 


- 19058 - 
HEALTH CARE FACILITIES FINANCING AUTHORITY. 
Annual report. 1976. [Trenton] unpaged. ill. 


- 19059 - 
HOUSING FINANCE AGENCY. 
[Trenton, 1977. 2]p. ill. 


Mid-year report, 1977 


NEW JERSEY 


- 19060 - 
LEGISLATURE. General Assembly. Minutes of the 
votes and proceedings. 197th General Assembly, 
ist annual session, 1976. [Trenton] ix, 816 p. 
Title on spine: Minutes of Assembly. 53-40431 


- 19061 - 

LEGISLATURE. General Assembly. Municipal Govern- 
ment Committee. Public hearing...on Assembly no. 
658 (to permit retirement after 20 years of service in 
the Police and Firemen's Retirement System) held: 
April 20, 1977...Trenton, New Jersey. [Trenton, 
1977] 2, 2, 43, 12X p. 77-623634 


- 19062 - 
LEGISLATURE. Senate. Transportation and Communica- 


tions Committee. Public hearing...on PATH exten- 
sion project; held: March 29, 1977...Trenton, New 
Jersey. [Trenton, 1977] 71, 83X p. 77-623689 


- 19063 - 
LOCAL PROPERTY AND PUBLIC UTILITY BRANCH. 
State of New Jersey certification of the State abstract 


of ratables. 1977. [Trenton. 7] p. 75-650046 
- 19064 - 

RUTGERS UNIVERSITY, New Brunswick. Center for 
the American Woman and Politics. Report, 1973- 
1974. |New Brunswick, 1974] 15 p. 

- 19065 - 
SOUTH JERSEY PORT CORPORATION. Annual report. 


7th; 1975. [Camden] unpaged. ill. 
Has also a distintive title: "A port on the move." 


- 19066 - 

STATE COMMISSION ON EFFICIENCY AND ECONOMY 
IN STATE GOVERNMENT. Public hearing. . .held: 
May 24, 1977...Hackensack, New Jersey. [Trenton, 

1977] 49 p. 77-623673 


~ 19067 - 

SUPERIOR COURT. Reports of cases argued and deter- 
mined in the Superior Court: Appellate Division, Chan- 
cery Division, Law Division, and in the county courts 
of the State of New Jersey. Vol. 144. [St. Paul] 
West Pub. Co., 1977. xxii, 662 p. 

Title on spine: New Jersey Superior Court reports. 
50-62943 


- 19068 - 

YOUTH CORRECTIONAL INSTITUTION, Bordentown. 

Annual report. 1976/77. Bordentown. 
Report year ends June 30. 


p. 
73-647226 


NEW MEXICO 


AGRICULTURAL EXPERIMENT STATION, Las Cruces. 
Bulletin. [Las Cruces] 


- 19069 - 
649. Market prospects for New Mexico's lettuce, 
onions, potatoes, and sweet potatoes [by Thomas 
S. Clevenger and Frederick E. Geithman. 1977] 
36 p. 


- 19070 - 

650. Salt cedar; a potential target for biological 
control [by J.G. Watts, Dan R. Liesner, and 
Donald L. Lindsey. 1976?] 27 p. ill. 


- 19071 - 
651. Kinds and costs of recreational pollution in the 
Sandia Mountains [by James R. Gray. 1977] 
iv, 56 p. 


AGRICULTURAL EXPERIMENT STATION, Las Cruces. 
Research report. [Las Cruces] 


- 19072 - 
334. Fertilization of common bermudagrass Cynodon 
dactylon L. with foliar applications of iron ty B.D. 
McCaslin and C.E. Watson. 1977] 4p. ill. 


- 19073 - 
335. Costs of producing selected crops in the Lower 
Rio Grande area of New Mexico, 1975 [by Neil A. 
Patrick and John S. Sweetser. 1976] 19 p. 


- 19074 - 
337. Field evaluation trials of herbicides on crops 
and weeds, 1976 [by J.W. Whitworth. 1977] 8 p. 


- 19075 - 
338. Test yields of sorghum and corn, 1976 [by R.E. 
Finkner and others. 1977] 31 p. 


- 19076 - 
339. Performance of small-grain varieties in New 
Mexico. 1975/76. [By Carl E. Barnes, Ralph E. 
Finkner, and E. Joe Gregory] 27 p. annual. 


- 19077 - 
ATTORNEY GENERAL'S OFFICE. 


Annual report of 
the attorney general. 1975. 


Santa Fe. 236 p. 
12-33549 


- 19078 - 
DEPT. OF FINANCE AND ADMINISTRATION. Financial 


Control Division. Annual financial report. 14th; 
1975/76. [Santa Fe] 313 p. 
Report year ends June 30. 76-615237 
- 19079 - 
DIVISION OF PESTICIDE CONTROL. Registered 


pesticides and commercial pesticide applicators. 
1975. Las Cruces. 94p. 

Issued in cooperation with New Mexico State 
University. 


EASTERN NEW MEXICO UNIVERSITY, Portales. San 
Juan Valley Archaeological Project. Technical series. 
| Portales] 


- 19080 - 

2. Ethnobotanical techniques and approaches at 
Salmon Ruin, New Mexico [by] Vorsila L. Bohrer 
and Karen R. Adams. [c1977] xviv, 220p. ill. 
(Eastern New Mexico University Contributions in 
anthropology v. 8, no. 1.) 7177-21538 

$6.95 


- 19081 - 

LAWS, STATUTES, ETC. Laws of the State of New 
Mexico. 33d Legislature, 1st regular session, 1977. 
Prepared by Ernestine D. Evans, secretary of state. 
Portales, Bishop Print. and Litho Co. 3v. 

44-42963 


NEW MEXICO STATE UNIVERSITY, Las Cruces, 
Cooperative Extension Service. Circular. [Las 
Cruces] 


- 19082 - 
467. As your community grows; some economic 
considerations [by John Gordon and Glenn Nelson. 
19771 14p. ill. 


- 19083 - 

NEW MEXICO STATE UNIVERSITY, Las Cruces. 
Cooperative Extension Service. Publications. 
Apr. 1977. [Las Cruces] 36 p. 

Issued in cooperation with the Agricultural 
Experiment Station. 


- 19084 - 
PUBLIC SERVICE COMMISSION. Annual report. 
32d; 1975/76. [Santa Fe] 65 p. 


Report year ends June 30. 43-52821 


- 19085 - 

STATE HIGHWAY DEPT. Planning and Programming 
Division. New Mexico traffic survey. 1976. [Pre- 
pared] in cooperation with Federal Highway Administra- 
tion. [Santa Fe] 93p. ill. annual. 63-63889 


- 19086 - 

STATE HIGHWAY DEPT. Planning and Programming 
Division. Ratings for highway improvements; rural 
Federal-aid primary system; interstate system in- 
cluded. 1976. Prepared in cooperation with the 
Federal Highway Administration. [Santa Fe] 114 p. 
ill. annual. 62-63528 


- 19087 - 
STATE LIBRARY, Santa Fe. The right to die; a 
bibliography, prepared by Margaret C. Kutcher. 
Santa Fe, 1977. 3p. 


NEW YORK 


- 19088 - 

DEPT. OF CIVIL SERVICE. Career Opportunities 
Division. Report on the annual ethnic survey of the 
work force of New York State agencies. 10th; 1976. 
Albany. iv, 52, A8, B18, C8p._ ill. 


- 19089 - 

DEPT. OF TRANSPORTATION. New York 7.5 minute 
series planimetric, prepared and published in cooper- 
ation with the Federal Highway Administration, Al- 
bany. maps on sheets 76 x 59 cm. 


Amsterdam quadrangle. 2ded. 1977. 

Batavia north quadrangle, New York-Genesee Co. 
2ded. 1977. 

Berlin quadrangle, New York- Massachusetts- Vermont, 
rev. by H.L Smith, 2ded. 1976. 

Byron quadrangle, New York-Genesee Co., rev. by 
A.R. Searlata. 2ded. 1977. 


Canajoharie quadrangle. 2ded. 1977. 


NEW YORK 


Carlisle quadrangle. 2ded. 1977. 

Cementon quadrangle. 2ded. 1976. 

Eagle Bridge quadrangle, rev. by A. Getson. 
1976. 

Esperance quadrangle. 


2d ed. 


2ded. 1977. 


2d ed. 


Fort Plain quadrangle, rev. by J. E. Farah. 
1977, 


Freehold quadrangle, New York- Greene Co. 
1976. 

Grafton quadrangle, New York-Rensselaer Co. 
1976, 

Hancock quadrangle, Massachusetts- New York. 
2ded. 1976. 


Hensonville quadrangle, New York-Greene Co. 
1078 

Hoosick Falls quadrangle, New York- Vermont. 
1976, 

Hunter quadrangle, New York-Greene Co. 
1976. 

Keuka Park quadrangle. 2ded. 1977. 

Mohegan Lake quadrangle, rev. by R.W. Pawkett. 
1977 ed. 

North Pownal quadrangle, New York- Vermont, 
rev. by A.R. Scarlata. 2ded. 1976. 

Oakfield quadrangle, New York-Gen»see Co., rev. by 
A. Getson. 2ded. 1977. 

Stephentown Center quadrangle. 2d ed. 


Tribes Hill quadrangle. 2ded. 19/7. 


West Kill quadrangle, rev. by J. E. Farah. 
1976, 


2d ed, 


2d ed. 


2d ed. 
2d ed. 


2d ed. 


1976, 


2d ed. 


- 19090 - 
NEW YORK STATE COLLEGE OF HUMAN ECOLOGY. 
Ithaca, Human ecology report; annual report. 
Sist; 1975/76. Ithaca] 12p. ill. (Legislative 
document no. 87, 1976) 76-615060 


- 19091 - 
OFFICE OF DRUG ABUSE SERVICES. 


1976. [Albany] 9p. ill. 


- 19092 - 

OFFICE OF EDUCATION PERFORMANCE REVIEW. 
Boards of Cooperative Educational Services; an 
examination of a temporary program after 25 years 
of operation. [Albany] 1973, various pagings. 


- 19093 - 
OFFICE OF EDUCATION PERFORMANCE REVIEW. 
Cost variations in driver education; a survey of 67 
public school programs. |Albany| 1974. 27, 4p. 


- 19094 - 
OFFICE OF EDUCATION PERFORMANCE REVIEW. 
An evaluation of the role and functions of the 
guidance counselor, [Albany] 1974, iv, 29 p. 


- 19095 - 
OFFICE OF EDUCATION PERFORMANCE REVIEW. 
The public school principal; an overview. 
[Albany] 1974. iv, 46 p. ill. 


- 19096 - 
OFFICE OF EDUCATION PERFORMANCE REVIEW. 
The superintendent of schools; his role, background 
and salary. [Albany] 1974, v, 34, 4, 4p. 


Annual report. 


- 


NEW YORK 


- 19097 - 
OFFICE OF EDUCATION PERFORMANCE REVIEW. 
Survey of school district short-term investment 
policies. [Albany] 1974. 231. 


- 19098 - 
PORT OF OSWEGO AUTHORITY. 
statements and other financial information. 
[By] Paul W. Schneible. Oswego. 151. 
Report period ends Mar. 31. 


Audited financial 
1975/77. 


- 19099 - 
UNIVERSITY OF THE STATE OF NEW YORK. 
Affirmative action plan. 3ded. [Albany] 1977. 
ii, 32 p. 


- 19100 - 
UNIVERSITY OF THE STATE OF NEW YORK. College 
proficiency examinations, Regents external degrees. 
[Albany, 1976] 51 p. 


NORTH CAROLINA 


- 19101 - 

AGRICULTURAL EXPERIMENT STATION, Raleigh. 
Soil survey of Lenoir County, North Carolina ibs 
William L. Barnhill. 
ill. 

Issued in cooperation with the Lenoir County Board 
of Commissioners and the U. S. Soil Conservation 
Service. 77-601911 


Raleigh, 1977] ii, 66, 33 p. 


- 19102 - 
Reports. Vol. 30; July 7/ 
Raleigh. xxviii, 802 p. 
73-629153 


COURT OF APPEALS. 
Oct. 6, 1976. 


- 19103 - 
DEPT. OF NATURAL AND ECONOMIC RESOURCES. 
Civil works water resources development program. 


1976/77. 38 p. 

- 19104 - 

DIVISION OF COMMUNITY ASSISTANCE. South Central 
Field Office. Annexation study, Rockingham, North 
Carolina |by James Dougherty. Prepared in cooper- 
ation with the Rockingham Planning Board for the 
city of Rockingham. Fayetteville, 1977] 501. ill. 

Copies available at the Rockingham Municipal 

Building. 


Raleigh. 77-649939 


- 19105 - 
DIVISION OF COMMUNITY ASSISTANCE. Western 
Branch Office. Housing element update, Spindale, 
North Carolina [by Steven W. Chapin. Prepared by 
Spindale Planning and Zoning Board for the town of 
Spindale, North Carolina. Asheville] 1977. 201. 
ill. 
Issued by the office under a variant name: Western 
Field Office. 


- 19106 - 
DIVISION OF COMMUNITY ASSISTANCE. 


Western 
Branch Office. 


1977 land development plan: an up- 


Prepared by Spindale Planning and Zoning Board for 
the town of Spindale, North Carolina. Asheville] 
1977. 181. ill. 

Issued by the office under a variant name: Western 
Field Office. 


- 19107 - 
LICENSING BOARD FOR CONTRACTORS. List of 
licensed general contractors. May 26, 1977. 
Raleigh. 249 p. 


- 19108 - 

MUSEUM OF ART, Raleigh. Correspondence; an exhi- 
bition of the letters of Ray Johnson [held] 31 October- 
5 December 1976. [Raleigh, 1976?] 84 pieces in 
portfolio. ill 

- 19109 - 

OFFICE OF STATE PLANNING. A three-year overall 
program design for the Neuse River Council of 
Governments, prepared by the Neuse River Council of 
Governments. [Raleigh| 1977. viii, 64 p. ill. 


OFFICE OF STATE PLANNING. Population Research 
Unit. Population note. Raleigh. 
- 19110 - 
1, Corrections to 1970 census. 
- 19111 - 


SUPREME COURT. North Carolina reports. 
spring and fall terms 1976, Raleigh. 


1975. 81 


Vol. 290; 
xxxi, 820 p. 
34-30774 


- 19112 - 
UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL. 
Institute of Government. Training needs of first- 
level supervisors in North Carolina State and municipé.1 


government agencies; final report, by Thomas H. 
Jerdee [and others. Chapel Hill] 1975. 53 1. 


WATER RESOURCES RESEARCH INSTITUTE. Report. 
[Raleigh] 
- 19113 - 

114. Agricultural water demands in North Carolina, 
by Robert S. Sowell, Ronald E. Sneed, and L. H. 
Chen, {1976] xxvii, 262 p. ill. 

UNC-WRRI-76- 114. 


- 19114 - 
125. Proceedings- North Carolina 208 problem assess- 
ment workshop [held] May 4, 1977. Edited by 
James M. Stewart. Sponsored [in cooperation witt ] 
N.C. Dept. of Natural and Economic Resources, 
Division of Environmental Management. [1977] 
iv, 55p. ill. 
UNC-WRRI-77- 125. 
$4. 00. 


77-623821 


77-623822 


- 19115 - 

WATER RESOURCES RESEARCH INSTITUTE. Some 
important considerations for the land application of 
wastewater, by A. R. Rubin, James M. Stewart, and 
Bobby L. Carlile. ([Raleigh, 1976?] 28p.  ilL 

Issued in cooperation with the Division of En- 
vironmental Management, Dept. of Naturaland Econo- 
mic Resources. 


NORTH DAKOTA 


- 19116 - 
Proceedings of the North Dakota Equal Opportunity 
Conference [held] January 28, 1977. [n.p., 1977] 
7L 


- 19117 - 
AGRICULTURAL EXPERIMENT STATION, Fargo. 

Soil survey of Eddy County and parts of Benson and 
Nelson Counties, North Dakota |by M. Robert Wright 
and Michael D. Sweeney. Fargo, 1977] 202, 70 p. 
ill. 

Issued in cooperation with the U. S. Soil Conser- 
vation Service and the U. S. Bureau of Indian Affairs. 


- 19118 - 

AGRICULTURAL EXPERIMENT STATION, Fargo. 
Soil survey of Renville County, North Dakota |by 
James H. Thiele and others, Fargo, 1977] 

ii, 76, Tl p. 
Issued in cooperation with the U. S. Soil Conser- 
vation Service. 


GAME AND FISH DEPT. 


Report. Bismarck, 


- 19119 - 
778. Pittman-Robertson division, project W-67-R- 16, 
phase D, migratory game bird investigations; stud) 
no. D-V: mourning dove study; job no. D-V-1, 
job no. D-V-2, submitted by Charles H. Schroeder. 
1977. 4p. ilk 


- 19120 - 

779. Pittman-Robertson division, project W-67-R- 16, 
phase D, migratory game bird investigations, study 
no. D-VI: re-establishment of giant Canada geese 
in North Dakota; job no. D-VI-1, job no. D-VI-2, 


submitted by Charles H. Schroeder. 1977. 
2,2p. ilL 
- 19121 - 
A-004, Pittman-Robertson division, project W-67-R- 


16, project W-67-R-16, phase C, big game investi- 
gations; study no. C-I: deer population studies; 
job no. C-I-1... C-I-3, submitted by James V. 
McKenzie and Jack Samuelson. 1976, 16, 8, 

23 p. + ibd 


- 19122 - 
A-008, Pittman-Robertson division, project W-67-F- 
16, phase C, big game investigations; study no. 
C-V: big game browse studies; job no. C-V-1... 


C-V-3, submitted by James V. McKenzie. 1976. 
30 p. 
- 19123 - 
A-010, Pittman- Robertson division, project W-67-R- 


16, phase C, big game investigations; study no. 
C-VII: big game exclosure studies, job no. C- 
Vul-1... C-VU-3, submitted by Jack Samuelson 
and James V. McKenzie. 1976. 19, 12 p. 


- 19124 - 

A-425, Pittman-Robertson division, project W-67-R- 
16, phase E, furbearer investigations, study no. 
E-II: red fox and coyote harvest regulations study; 
job no. E-II... E Il-4, submitted by Stephen A. 


Allen, 1977, 2, 2p. ill. 
- 19125 - 
A- 1046. Dingell-Johnson division, project F-2-R-23, 


study I, jobs IIA and IIB; ecological investigations 
of lakes, streams and impoundments in North Dakot: 
(surveys), submitted by Donald C. Duerre. 1977. 
19, 11, 431+ ill 


Issued by Division of Fisheries. 


NORTH DAKOTA 


- 19126 - 

B-247-A. Population dynamics of gray partridge in 
north-central North Dakota: 1946-75, by John 
Wesley Schulz. 1976. 38p. ill. 

Thesis (M.S. ), North Dakota State University. 

On cover: Pittman- Robertson division, project 
W-67-R-16, phase B, upland game investigations; 
study no. B-VIII. 


- 19127 - 

GOVERNOR. Message to the forty-fifth Legislative 
Assembly, presented January 4, 1977 |by| Governor 
Arthur A, Link. [Bismarck, 1977] 36 p. ill, 

At head of title: ''Toward North Dakota's second 
century." 77-623608 


NORTH DAKOTA STATE UNIVERSITY, Fargo. Co- 
operative Extension Service. Circular. 


Fargo, 
- 19128 - 
A-489, Rope and its uses [by] Darnell R. Lundstrom. 


Rev. 1977. 15p. ill 
- 19129 - 
HE-231. Consumer choice [by Georgia C. Smith| 
1977. 10p. ill. 
- 19130 - 


HE-308. Figuratively speaking; a candid look at 
yourself [by] Jane Williamson Winge. Rev. 1977. 
3p. ill, 


- 19131 - 
V-619. Pseudorabies; Aujesky's disease, mad itch, 
DR [by] LA. Schipper. 3] p. 


NORTH DAKOTA STATE UNIVERSITY, Fargo. 
Graduate Program in Community and Regional! 
Planning. Planning process study; report. Pre- 
pared for the North Dakota State Planning Division. 
[Fargo] 


- 19132 - 

1, A report on critical areas planning in the western 
Governors energy policy region, study by Janice 
Johnson. 1976. v, 481, ill. 

On cover: Colorado, Nevada, Wyoming, Utah, 
S. Dakota, Montana, Nebraska, Arizona, New 
Mexico, N. Dakota. 


- 19133 - 


2. Current status of planning by North Dakota count- 
ies and cities, study by Gordon Hydukovich and 
Michael Stewart. [1976] unpaged, ill. 


- 19134 - 

3. Analysis of selected North Dakota legislation per- 
taining to land use planning-management, report 
prepared by Earl E. Stewart jand] Michael Stewart. 
1977. iv, 531 ill. 


- 19135 - 

4. A review of selected agricultural organizations in 
the State of North Dakota which relate to land use 
and land management, study by Allan DeKrey. 
1977. v, 351. ill 


- 19136 - 

5. Current status of planning by regional (multi- 
county) councils in North Dakota, study by Tom 
Jentz |and] Tracey Johnson. 1977. ii, 201. 
ill. 


NORTH DAKOTA 


- 19137 - 

PUBLIC SERVICE COMMISSION. Accounting Dept. 
Railroad freight commodity statistics; revenue 
freight originating and terminating on all railroads 
in North Dakota, 1976. Bismarck |1976?] 41. 


STATE BOARD FOR VOCATIONAL EDUCATION. Re- 
search Coordinating Unit. Research series. Bis- 
marck, 


- 19138 - 
44. Curriculum development; personal, home and 
family education program; West Fargo School 
District #6. 1976. unpaged. 


- 19139 - 
48. Competency based curriculum activities and 


workshop for distributive education; final report 

|by| James W. Strate. 1977. unpaged. ill. 
Issued in cooperation with the University of 

North Dakota, Grand Forks, North Dakota. 


- 19140 - 

50. Occupational home economics for students with 
special needs; final report, submitted by Richard 
Butts and Marilyn Bennett. 1977. 51 

Issued in cooperation with Magic City Campus, 
Minot, North Dakota. 


- 19141 - 
56. North Dakota post-secondary distributive 


education core curriculum identification and experi- 


mentation; final report [by] James W. Strate. 
1977. unpaged. 

Issued in cooperation with the University of Nort 
Dakota, Grand Forks, North Dakota, 


- 19142 - 
STATE HIGHWAY DEPT. Transcript of public hearing 


held in... Mandan, N.D....May 5, 1977...project 
BRF- 1-006 ( ) 066; involves the construction of a new 
bridge across the Heart River and minor grading and 
surfacing of approaches to the bridge, conducted by 
Wilfred Wolf, Cary Backstrand [and] Dick Seabury. 
[Bismarck, 1977] 31p. ill 


- 19143 - 
STATE HIGHWAY DEPT. Transcript of public hearing 


held in... Mandan, N.D. ... July 28, 1977... pro- 
ject M-1-988( )000; to grade and surface 3rd Street 
S.E. from Highway 1806 (5th Ave. S. E.) to the Strip, 
conducted by Duane Bentz [and others. Bismarck, 
1977] 441. ill. 


- 19144 - 

STATE HIGHWAY DEPT. Transcript of public hearing 
held in... Minot, N. D....May 24, 1977... project 
BRF- 4-002 ( ) 906; involves the reconstruction of the 
Soo Line Overpass at Fourth Avenue Southeast in 
Minot, co-ducted by Duane Bentz, Cary Backstrand 
and] Dick Seabury. [Bismarck, 1977] 391 ‘lL 


~ 19145 - 


SUPREME COURT. The North Dakota judicial master 
program. Ist; 1977/79. Bismarck. vii, 282 col- 
umns. ill. biennial. 


- 19146 
TRANSPORTATION SERVICES 
map[s] ... North Dakota. 


with the Federal Highway Administration. 


DIVISION. Traffic flow 
Prepared in cooperation 
Bisinarck. 


maps on sheets 46 x 77 cm. 


Adams County. 
Benson County. 
Billings County. 
Bowman County. 


1976, 

1975, 
1976, 
1976. 


2 sheets, 


Burleigh County. 
Cavalier County. 
Dunn County. 1975, 
Emmons County. 1976. 
Golden Valley County. 
Grand Forks County. 
Grant County. 1976. 
Hettinger County. 1976. 
Kidder County. 1976. 
McKenzie County. 1976. 
Mercer County. 1976. 
Morton County. 1976. 
Nelson County. 1975. 
Oliver County. 1976. 
Pembina County. 1975. 
Pierce County. 1975. 
Ramsey County. 1975. 
Rollette County. 1975. 
Sheridan County. 1975. 
Sioux County. 1976. 
Slope County. 1976. 
Stark County. 1976. 
Towner County. 1975. 


Walsh County. 1975. 
Wells County. 1975. 


1976. 
1975. 


2 sheets, 

2 sheets. 
2 sheets. 

2 sheets, 
1976. 2 sheets. 
1975. 2 sheets. 
2 sheets. 


2 sheets. 

3 sheets. 
2 sheets. 
3 sheets. 


2 sheets. 
2 sheets. 
2 sheets. 


2 sheets. 


2 sheets. 


2 sheets. 
2 sheets. 


- 19147 - 

TRANSPORTATION SERVICES DIVISION. Traffic vol- 
ume map, Dickinson, Stark County, North Dakota. 
Prepared in cooperation with the Federal Highway 
Administration. Bismarck, 1976. map on sheet 
76 x 46 cm. 


19148 - 


TRAVEL DIVISION. Events of North Dakota, '77. 
[Bismarck, n.d.] folder. ill. 


UNIVERSITY OF NORTH DAKOTA, Grand Forks. 
Bureau of Educational Research and Services. 


Grand Forks. 


- 19149 - 


7. Effects of supervision on teacher attitudes towards 
self-improvement, by Larry Hoiberg {and} Donald 
K. Lemon 1977. 41p. 77-623836 


Report. 


OHIO 


- 19150 - 

AGRICULTURAL RESEARCH AND DEVELOPMENT 
CENTER, Wooster. Proceedings; International 
Maize Virus Disease Colloquium and Workshop 
{held August 16-19, 1976] Edited by L. E. Williams, 
D. T. Gordon, and L.R. Nault. [Wooster, 1976? | 
v, 145p. 77-623814 


3. 
4. 
6. 
8. 
10. 
13. 
15, 
17. 
19. 
22. 
27. 
29. 
30. 
32. 
33. 
34. 
35. 
36. 
40. 
42. 
44. 
45. 
48. 
50. 
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- 19151 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Average manufacturing 
employment in Ohio and eight large counties subject 
to Ohio unemployment compensation law. 1957- 76. 
Columbus. [1]1 annual, (Its [Table] RS 203. 1-000) 


- 19152 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Average number of workers 
covered under Ohio unemployment compensation law 
by industrial division and county. 1976. [Columbus] 
31. (Its Table RS 203. 1-B) 


- 19153 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Average weekly earnings of 
workers under Ohio unemployment compensation law, 
by industrial division. 1939-76. [Columbus] 

21. annual. (Its Table RS 203. 3-0) 


- 19154 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Average weekly earnings of 
workers under Ohio unemployment compensation law 
by industrial division and county. 1976. [Columbus] 
21. (Its Table RS 203. 3-B) 


- 19155 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Average weekly earnings of 
workers under Ohio unemployment compensation law, 
by industrial group, 1970-76. [Columbus] 2 1. 
annual, (Its Table RS 203. 3) 


- 19156 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Contributory and 
reimbursing employers, workers, and total payroll 
under Ohio unemployment compensation law. 

1976. Columbus. [1]1. (Its [Table] RS 203. 0-1) 


- 19157 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Employers, workers, total 
and taxable payroll, and contributions under Ohio 
unemployment compensation law. 1938-76, 
[Columbus] 21. annual. (Its Table RS 203/00) 


- 19158 - 
BUREAU OF EMPLOYMENT SERVICES. Division of 


Research and Statistics. Employers, workers, 
total and taxable payroll, and contributions under 
Ohio unemployment compensation law, by industrial 
group. 1976. [Columbus] 31. annual. (Its 
Table RS 203. 0) 7 


- 19159 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. First payments, exhaustions, 
weeks compensated, and benefits paid under regular 
Ohio unemployment compensation law, Ohio Bureau 
of Employment Services in Ohio's eight large counties, 
58 other northwest counties and 22 southeast counties. 
1943-76. Columbus. [1]1. (Its [Table] RS 200. B] 


- 19160 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate claimants who 
filed allowed Ohio Iaw new claims; average weekly 
earnings and weekly benefit as percent of earnings 
in higher and lower wage industries by sex, color 
and dependency status. 1976. Columbus. /[1]1. 
(Its 'Table] RS 215. H- 1) 


- 19161 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate claimants who 
filed allowed Ohio law new claims by industry division 
and credit weeks of base-period employment. 1976, 
Columbus. [1]1. (Its [Table] RS 215. k) 


- 19162 - 
BUREAU OF EMPLOYMENT SERVICES. 
Research and Statistics. 
by industry and by county. 
annual. 
RS 203) 


Division of 

Ohio employment and payrolls 
1976. Columbus. 21 

(Its Labor market information; |Table | 


- 19163 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Payrolls and contributions 
under Ohio unemployment compensation law by county. 
1976. [Columbus] 31. (Its Table RS 203, 2-A) 


- 19164 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Payrolls and contributions 
under Ohio unemployment compensation law by indus- 
trial group. 1976. |Columbus] 21. (Its Table 
RS 203, 2) 


- 19165 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Workers covered under 
Ohio unemployment compensation law by county. 
1976. [Columbus] 31. (Its Table RS 203, 1-A) 


- 19166 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Workers covered under 
Ohio unemployment compensation law by industrial 
group. 1976. [Columbus] 21. (Its Table RS 
203. 1) 


- 19167 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Workers covered under 
Ohio unemployment compensation law by industrial 
group. [Table] RS 203.1- 1976. Columbus. 


1] 1. 
1. 
fiji. 
1. 
fay. 
1] 1, 


01, Adams County, 
02. Allen County. 
03. Ashland County. 
04. Ashtabula County. 
05. Athens County. 
06. Auglaize County. 
07. Belmont County. 
08. Brown County. 
09. Butler County. [1] 1. 

10. Carroll County, [1] 1. 

11. Champaign County. [1]1. 
12, Clark County. [1] 1. 


Clermont County. [1] 
Clinton County. [1] 1. 
Columbiana County. | 
Coshocton County. [1 
Crawford County. [1] 
Cuyahoga County. 21 
Darke County. [1] 1. 
Defiance County. [1] 
Delaware County. ‘1] 
Erie County. [1] 1 
Fairfield County. 
Fayette County. [1] 1. 
Franklin County, 21, 
Fulton County. 
Gallia County. [1] 1 
Geauga County. [1] 1. 
Greene County. [1] 1. 
Guernsey County. [1] 
Hamilton County. 
Hancock County. 
Harrison County. 
Henry County. 
Highland County. 
Huron County. 


Jefferson County. 
Lake County. [1] 1. 
Licking County. 
Lorain County. 
Lucas County. 
Madison County. 
Mahoning County. 
Marion County. 
Medina County. [1] 1. 
Miami County. [1] 1 
Montgomery County. 
Muskingum County. | 
Portage County. [1]1 
Richland County. [1] 
Ross County. [1] L 
Sandusky County. [1] 
Scioto County. [1] 1. 
Seneca County. [1] 1. 
Shelby County. [1] 1. 
Stark County. 21. 
Summit County. 21 
Trumbull County. [1] 
Tuscarawas County. 
Warren County. [1] 1 
Washington County. /[ 
Wayne County. [1] 
Williams County. [1] 
Wood County. [1] 1. 


21. 


21 
fa}. 


1] 1. 
1. 


1. 


1, 


21. 
fi]. 


21 
1] 1. 


1, 


1, 


1, 


L 


- 19168 - 
Ohio agricultural 


CROP REPORTING SERVICE. 


statistics [annual report] 


and Gary N. Bovard, editors. Columbus. 


ill. 


1976, 


Terry P. King 
i, 44 p. 


- 19169 - 
DEPT. OF ECONOMIC AND COMMUNITY DEVELOP- 


MENT. 


Administration of Justice [Division] Ohio's 


comprehensive criminal justice plan. 9th; 1976/77. 
[Columbus] various pagings. 


Title varies: Comprehensive criminal justice plan. 


ill, 


annual, 


74-643485 


- 19170 - 

DEPT. OF INSURANCE. Annual report of the director 
of insurance, containing exhibit of business of 1976 
taken from the annual statements of the companies. 
110th; 1977, [Columbus] v, 205 p, 

41-21841 


- 19171 - 

DEPT. OF TAXATION. Research and Statistics Section. 
Municipal income taxes: tax rates and amounts 
collected, by municipality. 1975. Columbus, 

41. 


- 19172 - 

DEPT. OF TAXATION. Research and Statistics Section. 
State local government fund: amounts distributed 
directly to municipalities levying income taxes and 
basis for distribution, by municipality. 1976. 
Columbus. 41. 


- 19173 - 

DEPT. OF TAXATION. Research and Statistics Section. 
State local government fund: amounts distributed to 
counties and basis for distribution, by county, 1976. 
Columbus. 31. 


- 19174 - 

DEPT. OF TAXATION. _ Research and Statistics Section. 
Tangible personal property taxes: taxes levied by type 
of governmental! unit and total value of property, by 
city. 1976. Columbus. 61. 


- 19175 - 

DEPT. OF TRANSPORTATION. Movements of bridge 
abutments and settlement of approach pavements in 
Ohio, by Raymond A. Grover. [Columbus] 1977. 
29 p. ill. 


- 19176 - 

DEPT. OF TRANSPORTATION. Ohio; official map. 
1977. [Columbus] col. map on sheet 77 x 113 cm. 
fold. to 23 x 19 cm. 

Title varies: Ohio transportation map. 


- 19177 - 
DIVISION OF EDUCATIONAL REDESIGN AND RENEWAL. 
Teaching early reading. Columbus, 1976. vi, 142 p. 
ill. 


- 19178 - 

DIVISION OF LANDS AND SOIL. A general soil map of 
Brown County; a generalized county map showing 
major soil areas, including a description of their 
physical characteristics [by N. A. McLoda and K. L. 
Powell. Columbus, 1977] col. map on sheet 43 x 
51cm. fold. to 15 x 26 cm. 


- 19179 - 

DIVISION OF LANDS AND SOIL. A general soil map of 
Meigs County; a generalized county map showing major 
soil areas, including a description of their physical 
characteristics [by W.H. Shumate, H.D. Lessig and 
K. L. Powell. Columbus, 1977] col. map on sheet 
43 x 51 cm. fold. to 15 x 26 cm. 


- 19180 - 

DIVISION OF MENTAL HEALTH. Office of Program 
Evaluation and Research. Innovative programs in 
mental health; a digest of 314(d) projects. 1976/77. 
fColumbus] iv, 62 p. 


OHIO 
13. 
14. 
15. 
16. 
17. 
18. 
19. 
20. 
3 
22. 
23. | 
24. 
25. 
26. 
27. 
28. 
29. 
30. | 
31. 
32. 
34. 
i 35. 
36. 
39. 
i 41, L 
43. 
45. 
47. 
48. 
49. 
52. 
55. 
57. 
60. 
67. 
70. | | 
71. 
72. 
73. 
74, 
75. 
76, 
77. 
78. 
79. 
83. 
84. 
85. 
| 
87. 
= 
1030 


- 19181 - 

DIVISION OF MENTAL HEALTH. Office of Program 
Evaluation and Research. Right to treatment liti- 
gation: a consideration of judicial intervention into 
mental health policy, by Stephen J. Pfohl i 
1975. iv, 55 p. 77-623870 


- 19182 - 

EXPOSITIONS COMMISSION. Ohio State fair premium 
list and rules governing awards. Vol. 1.  Live- 
stock and poultry department [senior division. 
124th] 1977. [Columbus] 204 p. ill. 


- 19183 - 

GOVERNOR. Address presented before a joint session 
of the 112th Ohio General Assembly, January 12, 
1977 [by] Governor James A. Rhodes. 
1977] 8p. 


{Columbus, 


LEGISLATIVE SERVICE COMMISSION. Information 


bulletin. Columbus. 


~ 19184 - 
1977-1. An evaluation of Ohio's random motor vehicle 
inspection program; a staff study. 1977. vi, 56y. 
ill. 


LEGISLATIVE SERVICE COMMISSION. _ Staff research 
report. [Columbus] 


- 19185 - 
123. Aspects of public utility regulation. 
109, 45, 78p. 


1977. 
77-623869 


- 19186 - 

OFFICE OF LOCAL GOVERNMENT ASSISTANCE. 
Guidelines to aid in the development of affirmative 
action plans for public employers, prepared by Elayne 
Macarthy. [Columbus] 1976. 33 1. 


- 19187 - 
STATE LIBRARY, Columbus. Libraries for people 
with handicaps; a directory of public library resources 
and services in Ohio. 2d ed.; June 1977. Columbus. 
112 p. 


- 19188 - 

SUPREME COURT. Ohio official reports; cases argued 
and determined in the courts of and in Ohio: Ohio 
State reports, Ohio appellate reports, Ohio miscel- 
laneous reports, reported by William W. Docter. 
Vol. 49. Norwalk, Law Abstract Pub. Co., 1977. 
xxiv, 314, xviii, 447, vii, 50 p. 

On spine: Dec. 1976; Mar. 1977; amendment. 
15-4445 


OKLAHOMA 


- 19189 - 
AGRICULTURAL EXPERIMENT STATION, Stillwater. 
Soil survey of Canadian County, Oklahoma [by Carl 
F. Fisher and Bill Swafford. Stillwater, 1976] 
iii, 64, 69 p. ill. 
Issued in cooperation with the U. S. Soil Conser- 
vation Service. 77-601649 


OKLAHOMA 


- 19190 - 
CRIME COMMISSION. Oklahoma criminal justice action 
plan, 1976. Oklahoma City. xxi, 1162, 40 p.+ 
ill, 
Title varies: Comprehensive law enforeement 
action plan. 


- 19191 - 

[DEPT. OF] CHARITIES AND CORRECTIONS. Annual 
report. 1975/76. Prepared for... Governor of 
the State of Oklahoma and the State Legislature, 
Oklahoma City. 29p. ill 73-643051 


- 19192 - 
DEPT. OF INDUSTRIAL DEVELOPMENT. Annual 
report. 1973-76. [Oklahoma City] 4v. ill 
1974 issue has variant title: Year-end review. 


- 19193 - 
DEPT. OF LABOR. Biennial report of the commissioner 
of labor. 1974/76. [Oklahoma City] 23 p. ill. 
(Its Book 10-A) 
~ Report period ends June 30. 


- 19194 - 
DEPT. OF LIBRARIES. Facts on public libraries in 
Oklahoma. [Oklahoma City, 1977. 9] 1 


- 19195 - 
DIVISION OF THE BUDGET. Summary of expenditures 
made through treasury funds by State agencies. 
1975,'76- 1976/77. [Oklahoma City] 2 v. 
Report year ends June 30. 


- 19196 - 

DIVISION OF THE BUDGET. Summary of revenue col- 
lections and transfers to treasury of funds by source 
and fund. 1975/76-1976/77. [Oklahoma City] 2 v. 

Report year ends June 30. 


- 19197 - 

EMPLOYMENT SECURITY COMMISSION. Actuarial 
Division. Handbook of employment security program 
statistics, Oklahoma. 1939-76. [Oklahoma City] 
421, 

On cover: Data for UI program and financial rates 
and ratios, State unemployment insurance, employment 
service activities, Federal employees benefits, veterans 
benefit activities, supplemental unemployment assis- 
tance, extended benefits, Federal supplemental bene- 
fits. 76-640776 


9-31322 


77-647402 


- 19198 - 
LEGISLATURE. Senate. Journal. 35th Legislature; 
2d regular and 1st extraordinary session, 1976. 
[Oklahoma City] xv, 1352, 29 p. 53-26514 


- 19199 - 

MILITARY DEPT. Annual report to the Covernor. 

1975/76. {Oklahoma City] 721. ill 
Report year ends June 30. 


- 19200 - 

NORTHEASTERN OKLAHOMA STATE UNIVERSITY, 
Tahlequah. Faculty research, publications, in- 
service activities at Northeastern Oklahoma State 
University. Vol. 28; 1977. Tahlequah. v, 78 p. 
annual, 76-645147 


72-626215 


- 19201 - 

SOUTHEASTERN OKLAHOMA STATE UNIVERSITY, 
Durant. Technology Use Studies Center. Technology 
utilization in a non-urban region: further impact and 
technique of the Technology Use Studies Center (7); 
final report, NASW-2881. 1976. Durant. vi, 96 p. 
ill, annual. 


- 19202 - 
[STATE BOARD OF NURSING HOMES] Classified nursing 
homes in Oklahoma. Jan. 1, 1974; Jan. 1, 1975; 
Feb. 1, 1976; Jan. 1, 1977. [Oklahoma City] 
4v. 


STATE DEPT. OF HEALTH. 
[Oklahoma City] 


O. D. H. bulletin, 


- 19203 - 
0550. Oklahoma clean air act; air pollution control 
[Rev.] 1977. 


regulations and guidelines. 
various pagings. ill 
Issued by the Air Quality Service. 


- 19204 - 
STATE EXAMINER AND INSPECTOR. 
Adair County, Oklahoma. 1975/76. 
86 p. 
Report year ends June 30. 


- 19205 - 

STATE EXAMINER AND INSPECTOR. Audit report, 
Carter County, Oklahoma, 1974/75. [Oklahoma 
City] 66 p. 

Report year ends June 30. 


- 19206 - 


STATE EXAMINER AND INSPECTOR. Audit report, 
Cotton County, Oklahoma. 1975/76. [Oklahoma 
City] 68 p. 

Report year ends June 30, 


- 19207 - 
STATE EXAMINER AND INSPECTOR. Audit report 
. county treasurer, Adair County, Oklahoma. 
1974/75. [Oklahoma City] 25 p. 
Report year ends June 30. 


- 19208 - 

STATE EXAMINER AND INSPECTOR. Audit report 
-+. county treasurer, Alfalfa County, Oklahoma. 
1975/76. [Oklahoma City] 23 p. 

Report year ends June 30. 


- 19209 - 

STATE EXAMINER AND INSPECTOR. Audit report... 
county treasurer, Beaver County, Oklahoma. 
1975/76. {Oklahoma City] 22 p. 

Report year ends June 30. 


- 19210 - 

STATE EXAMINER AND INSPECTOR. Audit report... 
county treasurer, Garvin County, Oklahoma. 1975/76. 
{Oklahoma City] 23 p. 

Report year ends June 30. 


- 19211 - 

STATE EXAMINER AND INSPECTOR. Audit report... 
county treasurer, Jefferson County, Oklahoma, 
1975/76. [Oklahoma City] 21 p. 

Report year ends June 30. 


77-623 562 


Audit report, 
[Oklahoma City] 


- 19212 - 

STATE EXAMINER AND INSPECTOR. Audit report... 
county treasurer, Johnston County, Oklahoma. 
1974/75. [Oklahoma City] 24 p. 

Report year ends June 30. 


- 19213 - 
STATE EXAMINER AND INSPECTOR. 
county treasurer, Logan County, Oklahoma. 
{Oklahoma City] 24 p. 
Report year ends June 30. 


- 19214 - 
STATE EXAMINER AND INSPECTOR. 
county treasurer, Major County, Oklahoma. 
[Oklahoma City] 24 p. 
Report year ends June 30. 


- 19215 - 


STATE EXAMINER AND INSPECTOR. Audit report... 
county treasurer, Muskogee County, Oklahoma. 
1975/76. [Oklahoma City] 30 p. 

Report year ends June 30. 


- 19216 - 

STATE EXAMINER AND INSPECTOR. Audit report... 
county treasurer, Stephens County, Oklahoma, 
1975/76. [Oklahoma City] 27 p. 

Report year ends June 30. 


- 19217 - 

STATE EXAMINER AND INSPECTOR. Audit report... 
county treasurer, Woods County, Oklahoma. 1975/76. 
[Oklahoma City] 21 p. 

Report year ends June 30. 


- 19218 - 

STATE EXAMINER AND INSPECTOR. Audit report, 
court clerk - district court account, Canadian County, 
Oklahoma. July 1, 1975/Dec. 31, 1976. ‘Oklahoma 
City] 161. 


Audit report... 
1975/76. 


Audit report... 
1974/75. 


- 19219 - 

STATE EXAMINER AND INSPECTOR. Audit report, 
Murray County, Oklahoma. 1975/76. [Oklahoma 
City] 76 p. 

Report year ends June 30. 
- 19220 - 

STATE EXAMINER AND INSPECTOR. 
Oklahoma Aeronautics Commission. 
[Oklahoma City] 26 p. 

Report period ends June 30. 


- 19221 - 

STATE EXAMINER AND INSPECTOR. Audit report, 
Oklahoma Public Employees Retirement System. 
1975/76. [Oklahoma City| 71 p. 

Report year ends June 30. 


- 19222 - 

STATE EXAMINER AND INSPECTOR. Audit report, 
Oklahoma State Board of Nursing Homes. 1975/76. 
[Oklahoma City] 15 p. 

Report year ends June 30. 


- 19223 - 

STATE EXAMINER AND INSPECTOR. Audit report, 
Okmulgee County, Oklahoma. 1975/76. [Oklahoma 
City] 72 p. 

Report year ends June 30. 


Audit report; 
1974/76, 


- 19224 - 


STATE EXAMINER AND INSPECTOR. 
Pottawatomie County, Oklahoma. 
[Oklahoma City] 79 p. 

Report year ends June 30. 


- 19225 - 

STATE EXAMINER AND INSPECTOR. Audit report, 
Pushmataha County, Oklahoma. 1975/76. [Oklahoma 
City] 49 p. 

Report year ends June 30. 


- 19226 - 

STATE EXAMINER AND INSPECTOR. Audit report, 
Western State Hospital - Canteen Fund, Fort Supply, 
Oklahoma. 1974/76. [Oklahoma City] 25 p. 

Report period ends June 30. 


- 19227 - 

STATE EXAMINER AND INSPECTOR. Special investi- 
gation report, Department of Corrections, Women's 
Treatment Facility. July 1, 1976/Feb. 28, 1977. 
{Oklahoma City} 191 


- 19228 - 

STATE LEGISLATIVE COUNCIL. Division of Research 
and Reference Services. Summary report of Legis- 
Tative Council Committee recommendations -.. 
based on interim study by members of the Oklahoma 
Legislature. 35th Legislature, 1st session, 1974; 
35th Legislature, 2d session; 1975, 36th Legislature, 
ist session, 1976. [Oklahoma City] 3 v. 

Issued by the division under a variant name: 
Research and Reference Services Division. 
70-613103 


Audit report, 
1975/76. 


- 19229 - 

STATE REGENTS FOR HIGHER EDUCATION. Operating 
budget needs of the Oklahoma State system of higher 
education. 1977/78. Oklahoma City. 140p. ill 
annual, 


- 19230 - 

SUPREME COURT. Oklahoma decisions; cases decided 
in the Supreme Court, Court of Criminal Appeals, and 
Court of Appeals reported in the Pacific reporter, 
second series. [Vol. ]557P.2d-559P.2d, St. Paul, 
West Pub. Co., 1977. various pagings, ill. 

Title varies. 
On spine: Court rules. 
- 19231 - 


TOURISM AND RECREATION DEPT. 
1975/76. 


38-33172 


Annual report. 
[Oklahoma City] 16p. 


- 19232 - 
TOURISM AND RECREATION DEPT. 
lodges (an enterprise fund); financial statements, 


Five original 


with report of certified public acccuntants. 
{Ey Hurdman and Cranstoun, 
Report year ends June 30. 


1974/75. 
Oklaho ma City] 12 1 


WATER RESOURCES BOARD. 
Transcript Press. 


Publication. Norman, 


- 19233 - 
73. Basic data report on ground water levels in 
western Tillman County, Oklahoma, 1944-1975, 
1976. ii, 16p. ill 


OREGON 


OREGON 


AGRICULTURAL EXPERIMENT STATION, Corvallis. 
Special report. Corvallis. 


- 19234 « 
489. Supplementation considerations for beef cattle 
[by H. A. Turner and R. J. Raleigh] 1977. 15 p. 


- 19235 - 

DEPT. OF FORESTRY. Forestry program for Oregon; 
phase 1; timber supply, today and tomorrow.  Sub- 
mitted to the Board of Forestry. [Salem] 1977. 

xix, 161, A80p._ ill. 77-623819 


~ 19236 - 


DEPT. OF FORESTRY. Meeting water quality objec- 
tives on State and private forest lands through the 
Oregon forest practices act. Prepared for the State 
forester by the Forest Practices Act Technical Work 
Group. [Salem, 1977] ix, 1346p. ill. 

77-623871 
- 19237 - 

DEPT. OF REVENUE. Assessment and Appraisal 
Division. Property tax law abstracts containing 
abstracts pertaining to the laws relating to assess- 
ments and taxation of property. 1977 cumulative ed. 
[Salem] various pagings. 

- 19238 - 

DEPT. OF REVENUE. Audit Division. 
inheritance tax law abstracts. 
[Salem] various pagings. 


- 19239 - 
HEALTH DIVISION. Radiation Control Section. Oregon 
regulations for the control of radiation. Portland, 


1977. f, 196 p. ill. 17-623837 


- 19240 - 

LAW ENFORCEMENT COUNCIL. Planning and Data 
Analysis Unit. State of Oregon analysis of criminal 
offenses and arrests. 3d; 1976. Prepared |in 
cooperation with] Law Enforcement Data System, Data 
Systems Division, Executive Dept. Salem. xiv, 

225 p. ill. annual. 


- 19241 - 

LEGISLATIVE ASSEMBLY. Interim Human Resources 
Subcommittee on Alcohol and other Drug Abuse. 
Alphabet soup: being a glossary of acronyms used in 
the alcoholism and drug abuse field offered in the hope 
of preventing the proliferation of and addiction to 
technical jargon, an acute and terminal condition of 
the "expert." [Salem]1976. 61 

STATE DEPT. OF AGRICULTURE. 
bulletin. [Salem] 


Income and 
1977 cumulative ed. 


Weed control 


- 19242 - 

1, Biological control of tansy ragwort |by D. L. 
Isaacson and D.T. Ehrensing. 1977] folder. 
ill. 

- 19243 - 

STATE DEPT. OF FISH AND WILDLIFE. Research 
Section. Federal aid progress report, wildlife, 
; Federal aid project W-70-R-6; Millicoma 

Roosevelt Elk Research, subproject C, western 

Oregon big game habitat studies, subproject G; 

July 1, 1975-June 30, 1976 |by William W. Hines and 

James C. Lemos, Portland, 19767] 5, 2, 21. 
Cover title. 


OREGON 


- 19244 - 

STATE DEPT. OF FISH AND WILDLIFE. Research 
Section. Identification, distribution, and notes on 
food habits of fish and shellfish in Tillamook Bay, 
Oregon, February 1974-June 1976; job completion 
report, prepared by Brent O. Forsberg, John A. 
Johnson, and Stephen M. Klug. Tillamook [1977] 
117 p. ill 

- id progress reports; fisheries. 
On cover: Federal aid prog epo = eee 


- 19245 - 

STATE DEPT. OF FISH AND WILDLIFE. Research 
Section. Rearing spring chinook salmon in Willa- 
Mnette River reservoirs; closing report, Columbia 
River fishery development, July 1, 1969-June 30, 
1976, prepared by Max Smith. Portland [1976? ] 
42p. 

On cover: Federal aid progress reports, fisheries. 


- 19246 - 

UNIVERSITY OF OREGON, Eugene. Bureau of Govern- 
mental Research and Service. Oregon social area 
classification [by Karen M. Seidel. Eugene] 1977. 
1441p. iL 


WATER RESOURCES DEPT. 
|Salem | 


Ground- water report. 


- 19247 - 

25. Ground-water resources of the lower Santiam 
River Basin, middle Wilamette Valley, Oregon, 
by D.C. Helm and A.R. Leonard. Prepared in 
cooperation with the U. S. Geological Survey. 
1977. vii, 75p. 77 -623818 


PENNSYLVANIA 


- 19248 - 

BOARD OF PUBLIC WELFARE. Corpendium of 
services for children and youth provided through the 
Department of Public Welfare. [Harrisburg] 1977. 
34p. ill 


- 19249 - 

BUREAU OF ACADEMIC PROGRAMS. Division of 
Two-Year Programs. Directory listing curriculums 
offered in the community colleges of Pennsylvania. 
10th ed.; May 1977. Prepared by Ann Marie Bedeaux. 
Fdited by Robert IL. Sheppard. [Harrisburg] 74 1. 
ill. 


BUREAU OF EMPLOYMENT SECURITY. Continuous 
wage & benefit history of workers covered by the 
Pennsylvania unemployment compensation law; report. 
Harrisburg. 


- 19250 - 


19. Wages & industry of covered workers. 
v, 3lp. + 


1975, 
77-623815 


BUREAU OF EMPLOYMENT SECURITY. Research and 
Statistics Division. Statistical data sheet. 'Harris- 
burg 


- 19251 - 

240. Number of payments and net disbursements for 
unemployment compensation in Pennsylvania, by 
district and local office. 1976. 41 

litle varies slightly. 


- 19252 - 


BUREAU OF HEALTH RESEARCH. Prenatal care and 


pregnancy outcome [by] George K. Tokuhata [and 
others] Harrisburg [n.d.] 13 p.+ 


- 19253 - 
DEPT. OF AGRICULTURE. Public Information Office. 
Officers of Pennsylvania agricultural organizations. 
May 1977. ‘By Dyan Lotz. Harrisburg] 43 p. 


- 19254 - 

DEPT. OF COMMUNITY AFFAIRS. Bureau of Local 
Government Services. Information Services Division. 
Municipal bond ratings, prepared by D. G. Schlosser. 
Harrisburg, 1977. 14p. 


- 19255 - 

DEPT. OF COMMUNITY AFFAIRS. Bureau of Local 
Government Services. Information Services Division. 
Municipal borrowing in Pennsylvania, prepared by 
D.G. Schlosser. Harrisburg, 1977. 13 p. 


- 19256 - 

DEPT. OF COMMUNITY AFFAIRS. Bureau of Local 
Government Services. Information Services Division. 
Preparation for collective bargaining in Pennsylvania 
municipalities, prepared by Donald G. Schlosser. 
Harrisburg, 1977. 6p. ill. 


- 19257 - 

DEPT. OF COMMUNITY AFFAIRS. Bureau of Local 
Government Services. Municipal Statistics and 
Records Division. A tale of 51 Pennsylvania cities, 
THarrisburg, nd] 8p.+ 


- 19258 - 
DEPT. OF EDUCATION. An individual educational pro- 
gram for your child. [Harrisburg, n.d.] folder. 
ill, 


- 19259 - 

DEPT. OF EDUCATION. The Pennsylvania executive 
academy; operational handbook [written and edited by 
Robert A. Bowser. Harrisburg] 1976. ii, 301. 
ill, 

- 19260 - 

DEPT. OF HEALTH. Common sexually transmitted 
diseases. (Harrisburg, nd] folder. ill. 

(Its Consumer health guide) 


- 19261 - 
DEPT. OF HEALTH. Evaluation of emergency medical 
services in southcentral Pennsylvania: experiences 
of cardiac and trauma patients [by] George K. Tokuhata 
[and others] Harrisburg, 1977. 17 L+ 


- 19262 - 
DEPT. OF HEALTH. Division of Community Education. 
A daily food guide. [Harrisburg, n.d.] folder. ill. 
(Its Consumer health guide) 


- 19263 - 

DEPT. OF THE AUDITOR GENERAL. Department of 
Education, Slippery Rock State College, Slippery Rock, 
Pennsylvania; audit report. 1975/76, [Harrisburg] 
341, 

Report year ends June 30. 


- 19264 - 
DEPT. OF THE AUDITOR GENERAL. 
Board; audit report. 1975/76. 
Report year ends June 30. 


Milk Marketing 
[Harrisburg] 171 


- 19265 - 
DIVISION OF HEALTH STATISTICS. Pennsylvania 
natality and mortality statistics [annual report] 1976. 
[Harrisburg] xiii, 78 p. ill. 75-648889 


DIVISION OF HEALTH STATISTICS. 
Harrisburg. 


Special report. 


- 19266 - 
26. Marriage and divorce statistics, 
ill. 
Cover title: Pennsylvania marriage and divorce 
statistics. 


1976, 


~ 19267 - 


DIVISION OF SPECIAL EDUCATION. 
right to education. 


Pennsylvania 
[Harrisburg, n.d.] folder. 


- 19268 - 


DIVISION OF SPECIAL EDUCATION. Pennsylvania 


right to education; contact people for questions, infor- 
|Harrisburg, 1975] 


mation, & problem solving. 
folder. 


- 19269 - 

GOVERNOR'S JUSTICE COMMISSION. Philadelphia 
Regional Planning Council, The improvement of 
criminal justice in Philadelphia; a report to the google. 
[Philadelphia, n.d.] vi, 126p. ill 77-62379 


- 19270 - 

HISTORICAL AND MUSEUM COMMISSION. Guide to the 
manuscript groups in the Pennsylvania State Archives, 
compiled and edited by Harry E. Whipkey. Harris- 
burg, 1976. 131p. 77-623609 


- 19271 - 
INSURANCE DEPT. No-fault and you; an information 
leaflet on no-fault insurance. Harrisburg, 1975. 
folder. 


- 19272 - 

LABOR MARKET INFORMATION [SECTION] Pennsyl- 
vania total civilian labor force, unemployment and 
employment. 1970-76. [Harrisburg. 8 l. | 

A63-7206 


- 19273 - 

OFFICE OF HIGHER EDUCATION. Bureau of Equal 
Opportunity. Division of Programs to Advance 
Veterans Education. Compendium of veterans edu- 
cation and training opportunities. 1977. [Harris-' 
burg] iv, 153 p. 


- 19274 - 
STATE LIBRARY, Harrisburg. First-aid for water 
damaged books. Harrisburg 1] 1 


- 19275 - 
STATE LIBRARY, Harrisburg. General Library Bureau. 


vi, 38 


Recordings of the spoken word [by Mirjana Tolmachev. 
2d ed. Harrisburg] 1976. 213 p. 717 -623838 


RHODE ISLAND 


TOPOGRA PHIC AND GEOLOGIC SURVEY. Water 
resource report. Harrisburg. 


- 19276 - 

40. Summary ground-water resources of Luzerne 
County, Pennsylvania, by Thomas G. Newport. 
Prepared by the U. S. Geological Survey, Water 
Resources Division in cooperation with the 
Pennsylvania Geological Survey. 1977. viii, 
63 p. ill 

Ont. p.: Pennsylvania Geological Survey, 
fourth series. 

For sale by the State Book Store, P.O. Box 
1365, Harrisburg, Pa. 17125. 77-623799 


- 19277 - 


TURNPIKE COMMISSION. Annual report. 
[Harrisburg] 9p. ill. 


Report year ends May 31. 


1976/77. 
A56-9541 


PUERTO RICO 


- 19278 - 
BUREAU OF THE BUDGET.  Presupuesto. 
San Juan. 2v. ill annual. 
Report year ends June 30. 


1977/78. 


52-63023 


- 19279 - 

UNIVERSITY OF PUERTO RICO. _ Center of Social 
Investigations. Enfoques medico, legal y sociologico 
‘en Ia categorizacion del adicto a drogas: la busqueda 
de alternativas; ponencia presentada ante el II 
Simposio Internacional sobre Criminologia auspiciado 
por el Instituto de Medicina Social y Criminologia de 
Sao Paulo, Brasil, 25-29 octubre de 1976 [by] Jaime 
Toro Calder. [Rio Piedras, 19767] 30 p. 


- 19280 - 

UNIVERSITY OF PUERTO RICO. Center of Social 
Investigations. Fundamentos para una sociologia 
penal en Puerto Rico. Jaime Toro Calder, editor. 
Rio Piedras [1976] xii, 221 p. 77-623823 


- 19281 - 

UNIVERSITY OF PUERTO RICO. Dept. of Marine 

Sciences. Contributions. Vol. 13; 1974-75. _ 
Mayaguez. vi, 123 p. ill. 

Available on exchange basis only. 


59-62984 
RHODE ISLAND 


DEPT. OF ADMINISTRATION. Statewide Planning 
Program. Report. Providence. 


- 19282 - 

23. Guide plan: administrative and institutional 
facilities for State government (interim report) 
[by Louis C. David, Jr. and William Brinson] 
1975. xii, 23, ill 


DEPT. OF ADMINISTRATION. 
Program. Technical paper. 


Statewide Planning 
Providence. 


- 19283 - 
48. Selected population and area data by census tract, 


for 1960 and 1970 [by John Deary, Jr] 1975, 
451. ill. 77-623795 


3 
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RHODE ISLAND 


- 19284 - 
58. Selected population, housing unit and area data by 
analysis zone for 1970 [by Roland J. Fra fer) 

1975. v, 641 ill ~623797 


- 19285 - 
DEPT. OF ECONOMIC DEVELOPMENT. Research 


Division. Rhode Island basic economic statistics. 
6th ed.; 1977/78. [Providence] 198p._ ill. 


Cover title: Rhode Island basic economic statis- 
tics; the economy, summary and trends. 
Issued by the division under a variant name: 
Economic Research Division. 
Free. 76-643119 
- 19286 - 
Health data guide. 
vii, 234 p. ill. 


DEPT. OF HEALTH. 
1977. [Providence] 


3d ed.; May 


- 19287 - 
DEPT. OF LABOR. Division of Statistics and Census, 
Digest of labor laws, 1976. ‘Providence] 43 p. 
annual. 


UNIVERSITY OF RHODE ISLAND, Kingston. Marine 
technical report. Kingston. 


- 19288 - 
17. Calculation of trawling gear-trawler interaction 
|by] T. Kowalski [and] J. Giannotti. 1974. 
102 p. ill. 
Ont. p.: Ocean Engineering; sea grant. 


UNIVERSITY OF RHODE ISLAND, Kingstcn. Law of 
the Sea Institute. Special publication. Kingston. 


- 19289 - 
5. Bibliography on Latin America and the law of the 
sea, by Alberto Szekely. 1976. iv, 20 p. 
77-623835 


SOUTH CAROLINA 


- 19290 - 

ATTORNEY GENERAL'S OFFICE. Annual report and 
official opinions of the attorney general of South Caro 
lina. 1975/76. Columbia. 443 p. 

Opinions are for calendar year 1976. 
Report year ends June 30. 


6-30855 


- 19291 - 

DIVISION OF GAME AND FRESHWATER FISHERIES. 
Game Section. Annual progress report; statewide 
development and operation{s] 1974/75. [Columbia] 
551. ill. 

Report year ends June 30, 


- 19292 - 
DIVISION OF LAND RESOURCES DATA ACQUISTION 

AND ANALYSIS. South Carolina public land 
ownership inventory; State and Federal owned lands. 
1977. By James N. Bayne and Roger W. Mudd. 
[Sponsored by Office of the Governor, Division of 
Administration. Columbia] iv, 112p. ill. 

Free; limited copies available. 

SC- 40-0014- 1037. 


7717-81631 


- 19293 - 
STATE LAND RESOURCES CONSERVATION COMMIS- 
SION. Dept. of Soils and Resource Development. 

The South Carolina special purpose districts public 
lands ownership inventory, an inventory of special 

purpose districts’, boards’, commissions’, and 

authorities’ bublic owned lands. [Sponsored by 

Office of the Governor, Division of Administration. 

Columbia] 1977. v, 257p. 
Free; limited copies available. 
SC- 40-0014- 1190 


77- 81630 


SOUTH DAKOTA 


- 19294 - 
CUSTER STATE HOSPITAL. Proposal for a 
library project for severely-profoundly retarded, 
multiple handicapped individuals. [Custer] 1977. 
10 p. 
Issued in cooperation with the South Dakota State 
Library. 


- 19295 - 
DEPT. OF LEGISLATIVE AUDIT. Big Sioux Township, 
Union County. Mar. 1, 1973/Nov. 30, 1976. 
Pierre. 16p. ill 


- 19296 - 
DEPT. OF LEGISLATIVE AUDIT. City of Bowdle. 
1973-75. Pierre. 43p. ill 


- 19297 - 
DEPT. OF LEGISLATIVE AUDIT. Douglas Independent 
School District no. 3. 1975/76. Pierre. 5p. 
Report year ends Oct. 31. 
On cover: Douglas Independent School District no. 
3, Title I. 


- 19298 - 
DEPT. OF LEGISLATIVE AUDIT. Rapid City Indepen- 
dent School District no. 1. 1975/76. Pierre. 56 p. 
Report year ends June 30. 


- 19299 - 
DEPT. OF LEGISLATIVE AUDIT. South Dakota State 
Veterans' Home. 1975/76. Pierre. 11 yp. 
Report year ends June 30. 


- 19300 - 
DEPT. OF LEGISLATIVE AUDIT. Warner Independent 
School District no. 230, 1975/76. Pierre. 34 p. 
Report year ends June 30. 


- 19301 - 

DEPT. OF PUBLIC SAFETY. South Dakota traffic 

accident facts. 1976. [Pierre] 20p._ ill. 
77-648103 
- 19302 - 

DEPT. OF TRANSPORTATION. Office of System 
Analysis. General highway map/s]... South Dakota. 
Prepared in cooperation with the Federal Highway 
Administration. Pierre. maps on sheets 44 x 112 cm. 
or smaller. 


8. Brule County. 1976. 

12. Charles Mix County. 1975. 

1976, c1977. 

1976, c1977. 
1976, c1977. 

2 sheets. 


31. Hanson County. 
42. Lincoln County. 
50. Minnehaha County. 
*7. Shannon County. 1976. 


- 19303 - 

DIVISION OF AERONAUTICS. Interim report; airport 
development program and Division of Aeronautics 
activities resulting in benefits to the public, FY 1970- 
1978. [Pierre] 1977. various pagings. ill. 


- 19304 - 


DIVISION OF ELEMENTARY AND SECONDARY 
EDUCATION. Office of Information and Statistical 
Management. Statistical Services Section. A sum- 
mary of assessed valuations and enrollments by county 
& district, 1976-1977. Pierre {1977] 181. 

77-623872 


- 19305 - 
DIVISION OF PARKS AND RECREATION. Farm Island 
[Pierre, 1977] 19p. ilL 


hiking trail guide, 


- 19306 - 

[DIVISION OF] PUBLIC HEALTH STATISTICS. South 
Dakota vital statistice; annual report. 1976. 
Pierre. 93p. ill 

Issued by the division under a variant name: 


Public Health Statistics Program. 74-648589 
- 19307 - 
DIVISION OF RESOURCES MANAGEMENT. __ Resource 


inventory of the Vermillion River Basin; development 


component of the South Dakota water plan, volume II-B, 


section 13; final draft, prepared by Thomas Lowe. 
[Pierre] 1977. vii, 153 p. ill. 


Cover title: South Dakota water plan. 77-623772 


- 19308 - 

LAWS, STATUTES, ETC. State plumbing code; laws, 
rules,and code of the State Plumbing Board governing 
the installation of plumbing, adopted July 1974. 
Pierre, State Plumbing Board |[n.d.] various 
pagings. ill. 

Cover title: South Dakota State plumbing code; 
minimum requirements for plumbing, adopted July, 
1974; rules and regulations of the State Plumbing 
Board governing the installation of plumbing and 
the State Plumbing law, Chapter 35-25 SDCL. 

$10. 00 plus tax and postage. 


- 19309 - 

OFFICE OF STATE HEALTH PLANNING AND DEVEL- 
OPMENT. Health facilities and services in South 
Dakota, prepared by the Health Planning Program, 
|Pierre| 1977, 1156p. ill. 77-623817 


- 19310 - 
OFFICE ON CHILDREN AND YOUTH. A day care re- 
source file. [Pierre, 1977] unpaged. 


- 19311 - 
OFFICE ON CHILDREN AND YOUTH. South Dakota's 
children and youth; an assessment for our third 
century. Pierre, 1977. zp. ill 


Issued in cooperation with the Commission on 
Children & Youth. 


- 19312 - 
SOUTH DAKOTA SCHOOL OF MINES AND TECHNOLOGY, 


SOUTH DAKOTA 


Rapid City. Civil Engineering Research Center, 
Resurfacing “ridge decks, final report [by] William 
V. Covle and L. Srinivasa Iver. Prepared for 
the South Dakota Dept. of Transportation and the 
Federal Highway Administration. Rapid City, 1976. 
xvi, 2031. ill. 

Available from the National Technical Information 
Service, Springfield, Virginia 22151. 


Report no. HP 5816 10(3661) 


SOUTH DAKOTA STATE UNIVERSITY, Brookings. 


Cooperative Extension Service. 


- 19313 - 
23. Pork industry handbook, 
pagings (loose-leaf) ill. 


ESS. Brookings. 


1977] various 


SOUTH DAKOTA STATE UNIVERSITY, Brookings. 
Cooperative Extension Service. Extension circular. 
TBrookings] 


- 19314 - 

665. Rural sewage disposal for individual homes [by 
Louis Lubinus and JamesNelson] Rev. [n d. 
15p. ill, (Dept. of Environmental Protection. 
Bulletin E- 8, 30 Rev. ) 

Issued in cooperation with the Dept. of Environ- 
mental Protection. 


- 19315 - 

SOUTH DAKOTA STATE UNIVERSITY, Brookings. 
Water Resources Institute. Infiltration lagoons for 
tertiary treatment of stabilization pond effluent, 
prepared by James B. Dornbush. Brookings, 1976. 
iii, 26 p.+ ill. 


= 19316 - 
STATE BOARD OF EDUCATION, Recommendations 
to the Governor and the Legislature. 1973-75; 
1977. [Pierre| 3v. ill. 

1974 edition has variant title: Legislative recom- 
mendations to the Governor and the 1974 South Dakota 
State Legislature; 1975 edition has variant title: 
Legislative recommendations of the State Board of 
Education. 


- 19317 - 


STATE DEPT. OF LABOR. Research and Statistics. 
Area planning report; Sioux Falls SMSA, Minnehaha 
County. 1977/78. Aberdeen. ii, 36p. anrual. 

Issued in cooperation with the U. S. Employment 
and Training Administration, annual. 


- 19318 - 

STATE LEGISLATIVE RESEARCH COUNCIL. The 1976 
Interim Transportation Committee's study on South 
Dakota's motor vehicle licensing and registration 
system. Pierre, 1977. 23p. ill (Its Staff 
memorandum) 


- 19319 - 

STATE LEGISLATIVE RESEARCH COUNCIL. Per-head 
per-day tax on cattle, sheep and buffalo in South Dakoté 
from passage to repeal. Pierre, 1977. 31 p. 

(Its Staff memcrandum) 77-623820 
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SOUTH DAKOTA 


= 19320 - 
STATE PLANNING BUREAU. Procedures manual; 
project notification and review system. (Pierre, 
1976?] various pagings. ill. 


AGRICULTURAL EXPERIMENT STATION, Knoxville. 
Bulletin. Knoxville, 


- 19321 - 
561. Yield estimates for the major crops grown on 
the soils of west Tennessee [by] G. J. Buntley and 
Frank F. Bell. 1976. 124p. 


- 19322 - 


562. Rural family functioning [by] Helen M. Reed [and] 
Judith L. Kuipers. 1976. 52p. ill. 


- 19323 - 
565. Performance of field crop varieties. 
By Charles R. Graves. 75 p. annual. 


- 19324 - 
AMERICAN REVOLUTION BICENTENNIAL COMMISSION. 
Bicentennial wagon train pilgrimage through Tennessee, 


March 31-May 15, 1976. (Nashville, 1976?] folder. 
ill. 


1976. By 


- 19325 - 
AMERICAN REVOLUTION BICENTENNIAL COMMISSION. 
Tennessee: a Bicentennial guide; America's first fron- 
tier. ([Nashville, n.d.] folder. ill. 


- 19326 - 
AMERICAN REVOLUTION BICENTENNIAL COMMISSION. 
Tennessee calendar of Bicentennial events in 1976 [by 
Mary L. Blatchford. Nashville, n.d.] 43 p. ill. 


- 19327 - 
AMERICAN REVOLUTION BICENTENNIAL COMMISSION. 
The Wataugans, by Max Dixon. [Nashville, c1976] 


76 p. ill. (Its Tennessee in the eighteenth century: 
a Bicentennial series) 


Issued in cooperation with the Appalachian Consor- 
tium. 77-623706 


- 19328 - 
ARLINGTON DEVELOPMENTAL CENTER. Annual 


report. 1974/75-1975/76. [Arlington] 2 v. 
1974/75 issue lacks title. 


- 19329 - 


BOARD FOR LICENSING HEALTH CARE FACILITIES. 
Licensed homes for the aged in Tennessee, directory. 
Sept. 1, 1976. Nashville. [2] 1. 


- 19330 - 


BOARD FOR LICENSING HEALTH CARE FACILITIES. 
Licensed hospitals in Tennessee, directory. Sept. 1. 
1976. Nashville. unpaged. 


- 19331 - 
BOARD FOR LICENSING HEALTH CARE FACILITIES. 
Licensed nursing homes in Tennessee, directory. 
Sept. 1, 1976. Nashville. unpi.ced. 


- 19332 - 
COMMISSION ON AGING. Grand food for grandparents, 
or those who could be [rev. by the Tennessee Dietetic 


Association and the Commission on Aging. Nashville, 
1973] 17p. ill. 


- 19333 - 


COMMITTEE TO STUDY THE FRANCHISE AND EXCISE 
TAXES. Finalreport. Nashville, 1976. vii, 123 1. 
The committee was created by Public acts, 1975, 
Chp. no. 369, Senate bill no. 1289. 
TN-Stae-76-1938. 


- 19334 - 
DEPT. OF BANKING. Annual report. 
{Nashville] viii, 89p. ill. 


77-623718 


3d; 1976. 


- 19335 - 
DEPT. OF CONSERVATION. Preliminary program; 
Tims Ford State Park, Franklin County, Tennessee 
[by] Schlott/Norman/Cain. [Nashville] 1973. 51. 


- 19336 - 

DEPT. OF CONSERVATION. Division of Planning and 
Development. Tennessee outdoor recreation area 
system OR.A.S. ); report, prepared by Spencer 
Boardman, John Cain [and] Rose Mary Hutchinson. 
[Nashville, n.d.] various pagings. ill. 

At head of title: Conservation resource data base. 


- 19337 - 

DEPT. OF ECONOMIC AND COMMUNITY DEVELOPMENT. 
Manpower needs in manufacturing for 1974 - 75...a 
preliminary analysis, compiled in cooperation with 
Tennessee manpower councils and boards and related 
organizations. [Nashville, n.d.|] 9v. 

Contents. —- East Tennessee manpower planning 
area. —— First Tennessee manpower planning area. 
—— Memphis Delta manpower planning area. —- Mid- 
Cumberland manpower planning area. —- Northwest 
Tennessee manpower planning area. —— Southeast 
Tennessee manpower planning area. -— Southwest 
Tennessee manpower planning area. -— The State 
of Tennessee. ——- Upper Cumberland manpower planning 
area. 


- 19338 - 


DEPT. OF ECONOMIC AND COMMUNITY DEVELOPMENT. 
Wages, salaries, and fringe benefits survey... [Nash- 
ville] 


Anderson, Roane, & Morgan Counties (excluding Union 
Carbide Nuclear Corporation). [1976? 3] p. 

Bedford and Marshall Counties. [n.d. 3] p. 

Blount, Loudon, Monroe, and Sevier Counties (exclu- 
ding Aluminum Company of America). [1976? 3] p. 

Bradley, McMinn, Meigs, and Polk Counties (including 
Athens and Cleveland). Rev. ed. [1976? 3] p. 

Campbell, Claiborne, Hancock, Scott, and Union 


Counties. [1976? 3] p. 
Chester, McNairy, and Hardeman Counties. [19767 
3] p. 
Crockett, Haywood, & Tipton Counties. [n.d. 3] p. 
Dyer & northern Lauderdale Counties. [n.d. 3] p. 


Gibson County. [n.d. 3] p. 


Hamblen, Cocke, Grainger, Jefferson, and the western 
portion of Hawkins County. [1976? 3] p. 

Henderson, Carroll, 

Henry County. [n.d. 3] p. 

Jackson-Madison County. .d. 3] p. 

Obion County. [n.d. 3] p. 

Rhea, Bledsoe, Marion, Sequatchie, and Grundy 
Counties (including Dayton). [1976? 3] p. 

Sullivan, Johnson, & eastern Hawkins Counties (in- 
cluding Bristol & Kingsport). [n.d. 3] p. 

Washington & Carter Counties (including Johnson City 
& Elizabethton). [n.d. 3] p. 


- 19339 - 

DEPT. OF MENTAL HEALTH [AND MENTAL RETAR- 
DATION] Office of Developmental Disabilities. Ten- 
nessee directory of services for the developmentally 
disabled. 1974/75. Compiled by the John F. Ken- 
nedy Center for Research on Education and Human 
Development, Goerge Peabody College for Teachers. 
Nashville. vii, 315p. ill 

$3. 00; available from the Tennessee- Peabody 
Referral and information Center, Box 40, Peabody 
College, Nashville, Tenn, 37203, 


- 19340 - 
DEPT. OF PERSONNEL. State of Tennessee employee 
handbook. 


[Nashville, 1975] 24p. ill. 


- 19341 - 
DEPT. OF PUBLIC HEALTH. Cardiac care units; 
minimum standards and regulations. [Nashville, 
nd.] 32p. ill. 


- 19342 - 
DEPT. OF PUBLIC HEALTH. Intensive care units; 
minimun standards and regulations. [Nashville, 
nd.] 29p. ill. 


- 19343 - 
DEPT. OF PUBLIC HEALTH. Minimum standards and 
regulations for hospitals. Rev. Nashville, 1974. 
vi, 67 p. 77-623847 


- 19344 - 

DEPT. OF PUBLIC HEALTH. Tennessee occupational 
safety and health standards; 29 CFR 1910; TOSHA 
standards adopted by Tennessee Department of 
Health and Tennessee Department of Labor. [Nash- 
ville, n.d.] x, 23502-23828 p. ill. 


- 19345 - 
DEPT. OF PUBLIC HEALTH. Division of Primary Care, 
Primary health care in the State of Tennessee, 197475. 
Nashville [n.d.] unpaged. ill. 


- 19346 - 
DEPT. OF PUBLIC HEALTH. Laboratory Licensing 
Service. Regulations governing Tennessee medical 


beralory act, November 1, 1974, Nashville [n.d.] 
p. 


- 19347 - 
DEPT. OF REVENUE. State supplement to the biennial 
report, 1972/73, Nashville. 44p. ill. 


& Weakley Counties. [n.d. 3] p. 


TENNESSEE 


- 19348 - 
DEPT. OF SAFETY. Recommendations. ..regarding 
the Division of Driver Control, by steering committee, 


driver control efficiency study. [Nashville, n.d. ] 
311. 


- 19349 - 
DIVISION OF AIR POLLUTION CONTROL. Annual 
report. 1975/76. [Nashville] 39p. ill. 
Report year ends June 30, 76-648209 


- 19350 - 

DIVISION OF AIR POLLUTION CONTROL. Visible 
emissions evaluation training program; student's 
manual [by] Charles E, Mickle. [Nashville] 1976. 
various pagings. ill. 


- 19351 - 
DIVISION OF CHILD HEALTH AND DEVELOPMENT. 
Child health standards, Tennessee. Nashville, 
1976. various pagings. ill. 


- 19352 - 
DIVISION OF FIRE PREVENTION. Operating proce- 
dures. [Nashville, n.d.] 681. 


DIVISION OF GEOLOGY. Bulletin. Nashville. 


- 19353 - 
77. Vertebrate fossils of Tennessee, by James X. 
Corgan. [1976] v, 100p. ill. 77-623866 


- 19354 - 


DIVISION OF GEOLOGY. List of publications. Jan. 
1974, Jan. 1975. Nashville. 2v. 


19355 - 
DIVISION OF PLANT INDUSTRIES. 
greenhouses, 1976/77. 


Tennessee certified 
Nashville. 26p. annual. 


- 19356 - 

DIVISION OF WATER QUALITY CONTROL. Annual 
report. 2d-4th; 1972/73-1974/75, 1975/76. Nash- 
ville. 4v. ill. 

Report year ends June 30. 

4th report includes the Tennessee water quality 
inventory. 

1975/76 ed. has on cover: TWQC Tennessee water 
quality control. 73 -644578 


- 19357 - 

DIVISION OF WATER QUALITY CONTROL. Water 
quality management plan for the Duck River Basin 
[by the Water Quality Control Board and the Division 
of Water Quality Control in cooperation with the Divi- 
sion of Environmental Research and Development of 
the Tennessee Valley Authority] Nashville, 1974, 
various pagings. ill. 77-623850 


- 19358 - 

DIVISION OF WATER QUALITY CONTROL. Water 
quality management plan for the Elk River and Shoal 
Creek Basins [prepared in cooperation with the Divi- 
sion of Environmental Research and Development of 
the Tennessee Valley Authority] Nashville, 1974. 
various pagings. ill, 77-623849 


19359 - 

EAST TENNESSEE STATE UNIVERSITY, Johnson City. 
Medical Education Study Committee. East Tennessee 
State University plan for medical education. Submit- 
ted to the Board of Regents, State University and Com- 
munity College System of Tennessee. [Johnson City] 
1974, 3v. ill. 

Contents. —v. 1. The plan.—v. 2. Consultant's 
reports.—v. 3. Facilities and personnel. 


- 19360 - 


GREENE VALLEY DEVELOPMENTAL CENTER, Greene- 
ville. Annual report. 1972/73-1975/76. [Greene- 
ville. 4v. 


- 19361 - 

HIGHER EDUCATION COMMISSION. An analysis of 
instructional costs per student credit hour, fall quar- 
ter, for public higher education institutions in Ten- 
nessee;a report. 4th; 1975. Nashville. iii, 35 p. 
ill. biennial. 76-643099 


- 19362 - 

HIGHER EDUCATION COMMISSION. Increased veteri- 
nary services for Tennessee; a report to a special 
joint committee of the Tennessee General Assembly. 
Nashville, 1973. vi, 911. ill. 

Includes; Consultant's report. 77-623719 


- 19363 - 

INDUSTRIAL DEVELOPMENT DIVISION. Tennessee 
community data for Jefferson City. [Nashville] 1976. 
[4]p. ill. 

Issued by the division under a variant name: 
Division of Industrial Development. 75-621376 


- 19364 - 

LAWS, STATUTES, ETC. Boiler and unfired pressure 
vessel inspection law, rules, and regulations governing 
the standard of design, construction, inspection, instal 
lation, maintenance, repair, and operation of nuclear 
power plant components, steam boilers, hot water heat- 
ing and hot water supply boilers and unfired pressure 
vessels, effective July 1, 1955, revised July 1, 1973. 
Nashville] Division of Boiler Inspection and Codes 

n.d.] 104 p. 
Includes Boiler and pressure vessel repair and 
erection licensing act. 


- 19365 - 
LAWS, STATUTES, ETC. Child labor act of 1976; 
Public chapter no. 480. Nashville, Dept. of Labor 
[1976? 8]p. 


- 19366 - 
LAWS, STATUTES, ETC. Fire prevention and arson 
laws of the State of Tennessee. Nashville, Division 
of Fire Prevention, 1974. 97 p. 


- 19367 - 


LAWS, STATUTES, ETC. The highway laws of... 
[Nashville] Office of Local Government. 
Cover title 


Anderson County. [1974] x, 13 p. 
Bedford County. [1974] x, 28 p. 
Benton County, [1974] x, 9p. 
Bledsoe County. [1974] x, 11 p. 
Blount County. [1974] x, 11 p. 


Bradley County, [1974] x, 7p. 
Campbell County. [1974] x, 7p. 
Cannon County. [1974] x, 18 p. 
Carroll County. eval x, 18 p. 
Carter County. [1974] x, 6p. 
Cheatham County. [1974] x, 18 p. 
Chester County. [1974] x, 5p. 
Claiborne County. [1974] x, 6p. 
Clay County. [1974] x, 5p. 
Cocke County. eed x, 13 p. 
Coffee County. [1974] x, 12 p. 
Crockett County. [1974] x, 16 p. 
Cumberland County. [1974] x, 12 p. 
Decatur County. [1974] x, 8p. 
Dekalb County. [1974] x, 17 p. 
Dickson County. [1974] x, 10p. 
Dyer County. [1974] x, 17p. 
Fayette County. [1974] x, 18p. 
Fentress County. [1974] x, 9p. 
Franklin County. [1974] x, 14 p. 
Gibson County. [1974] x, 16 p. 
Giles County. [1974] x, 10p. 
Grainger County. [1974] x, 7p. 
Grundy County. [1974] x, 5p. 
Hamblen County. [1974] x, 5p. 
Hamilton County. [1974] x, 22 p. 
Hancock County. [1974] x, 4p. 
Hardeman County. [1974] x, 6p. 
Hardin County. [1974] x, 11 p. 
Hawkins County. [1974] x, 8p. 
Haywood County. [1974] x, 10 p. 
Henderson County. [1974] x, 6p. 
Henry County. [1974] x, 12 p. 
Hickman County. [1974] x, 14 p. 
Houston County. [1974] x, 7p. 
Humphreys County. [1974] x, 17 p. 
Jackson County. [1974] x, 6p. 
Jefferson County. [1974] x, 11 p. 
Johnson County. [1974] x, 5p. 
Knox County. [1974] x, 21 p. 
Lake County. [1974] x, 13 p. 
Lauderdale County. [1974] x, 24 p. 
Lawrence County. [1974] x, 11 p. 
Lincoln County. [1974] x, 7p. 
Lewis County. [1974] x, 11 p. 
Loudon County. [1974] x, 18 p. 
McMinn County. [1974] x, 20p. 
McNairy County. [1974] x, 11 p. 
Macon County. [1974] x, 8p. 
Madison County. [1974] x, 26 p. 
Marion County. [1974] x, 7p. 
Marshall County. [1974] x, 13 p. 
Maury County. [1974] x, 18 p. 
Meigs County. [1974] x, 13 p. 
Monroe County. [1974] x, 17 p. 
Montgomery County. [1974] x, 17 p. 
Moore County. [1974] x, 9p. 
Morgan County. [1974] x, 17 p. 
Obion County. [1974] x, 9p. 
Overton County. [1974] x, 9p. 
Perry County. [1974] x, 6 p. 
Pickett County. [1974] x, 7p. 
Polk County. [1974] x, 3p. 
Putnam County. [1974] x, 1lp. 
Rhea County. [1974] x, 14 p. 


Roane County. 
Robertson County. 
Rutherford County. [1974] x, 19 p. 
Sequatchie County. [1974] x, 7p. 
Sevier County. [1974] x, 15 p. 
Shelby County. [1974] x, 21 p. 
Smith County. [1974] x, 6p. 
Stewart County. nore x, 8p. 
Sullivan County. [1974] x, 14p. 
Sumner County. [1974] x, 12p. 
Tipton County. [1974] x, 27p. 
Trousdale County. [1974] x, 15p. 
Unicoi County. [1974] x, 5p. 
Union County. [1974] x, 9p. 

Van Buren County. [1974] x, 8p. 
Warren County. [1974] x, 7p. 
Washington County. [1974] x, 12 p. 
Wayne County. [1974] x, 17p. 
Weakley County. [1974] 12, xp. 
White County. [1974] x, 11 p. 
Williamson County. [1974] x, 11 p. 
Wilson Caunty. 


[1974] x, 8p. 
[1974] x, 20p. 


[1974] x, 19p. 


- 19368 - 
LAWS, STATUTES, ETC. Prevailing wage act of 1975, 
rules and regulations. Nashville, Dept. of Labor fn.dJ 
12 p. 


- 19369 - 
LAWS, STATUTES, ETC. Tennessee cosmetology law, 
sanitary rules and regulations. Nashville, State Board 
of Cosmetology, 1975. 23 p. 


- 19370 - 

LAWS, STATUTES, ETC. The Tennessee real estate 
broker license act of 1973 [and] rules and regulations, 
and code of ethics. [Nashville] Tennessee Real Estate 
Commission [1976] i, 56 p. 


- 19371 - 
LAWS, STATUTES, ETC. Terms of the act creating 
the Tennessee State Board of Examiners for Land 
Surveyors. [Nashville, n.d.] i, 14 p. 


- 19372 - 

LAWS, STATUTES, ETC. Workmen's compensation 
law, revised to July 1, 1973; annotations, accident 
reporting, law, and discount tables. [Nashville] 
Division of Workmen's Compensation [n.d.] 68 p. 


- 19373 - 


OFFICE OF COMPREHENSIVE HEALTH PLANNING. 
Index of studies, Nashville, 1974. 45 p. 


- 19374 - 

OFFICE OF COMPREHENSIVE HEALTH PLANNING. 
Reference manual for project review; standards and 
criteria covering health care facilities and health 
Services, Nashville, 1974. 20p. 


- 19375 - 


OFFICE OF COMPREHENSIVE HEALTH PLANNING. 
Tennessee local health administration; problem iden- 
tification. Nashville, 1974. 91. 


TENNESSEE 


- 19376 - 
OFFICE OF COMPREHENSIVE HEALTH PLANNING. 
Tennessee personal health services; problem identi- 
fication. Nashville, 1974. 141. 


- 19377 - 
OFFICE OF COMPREHENSIVE HEALTH PLANNING. 
Work years and life years lost due to selected causes 
of death, Tennessee, 1970. Nashville, 1974. 221. 
77-623868 


- 19378 - 
OFFICE OF LOCAL GOVERNMENT. County government 
in Tennessee, by Barrett R. Joyner and James M. 
Smith. Nashville, 1976. 134 p. 77-623723 


- 19379 - 
OFFICE OF LOCAL GOVERNMENT. County profile. 
Nashville, 1974. 200p. 77-623722 


- 19380 - 
OFFICE OF LOCAL GOVERNMENT. The office of county 
register in Tennessee [by Jim Smith] Nashville, 1976. 
188 p. 77-623721 


- 19381 - 
OFFICE OF LOCAL GOVERNMENT. The office of the 
county trustee in Tennessee; a study. Nashville, 1976. 
iii, 51 p. 77 -623727 


- 19382 - 

OFFICE OF LOCAL GOVERNMENT. The offices of 
county medical examiner and county coroner in Ten- 
nessee, prepared by Jim Smith. Nashville, 1976. 
33 p. 77-623726 


- 19383 - 

OFFICE OF LOCAL GOVERNMENT. The offices of 
Tennessee county judge and chairman, prepared by 
Barrett Joyner. Nashville, 1974, 84 p, 

77-623724 


- 19384 - 
OFFICE OF LOCAL GOVERNMENT. The sheriff in 
Tennessee; a study. Nashville, 1974. 79 p.+ 
77-623720 


- 19385 - 


OFFICE OF LOCAL GOVERNMENT. 
court clerks; a study. [Nashville] 1976. 


Tennessee county 
107 p.+ 
77-623725 


- 19386 - 
OFFICE OF MINORITY BUSINESS ENTERPRISE. 
Minority business resource directory. Apr. 1973. 
[Nashville] xx, 148 p. 


- 19387 - 
SECRETARY OF STATE. Certification of election re- 
turns for the general election. Nov. 5, 1974; Nov. 

2, 1976. [Nashville] 2 v. 


- 19388 - 

STATE PLANNING OFFICE. The plan; Williamson 
County, Tennessee. Vol. 5. Prepared by the 
Williamson County Regional Planning Commission. 
[Nashville] 1973. 201, ill. 
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- 19389 - 

STATE PLANNING OFFICE. Middle Tennessee Section. 
Subdivision regulations, Waverly Tennessee. [Nash- 
ville, 1974] 39p.+ ill. 

Issued by the section under a variant name: Middle 
Tennessee Region. 


STATE PLANNING OFFICE. Natural Resources Section. 


Report. [Nashville] 


- 19390 - 
19A. Critical environmental areas in Tennessee. 
I. Transmission lines. 1977. 271. ill. 
TN-STAE-77-1000. 77-623842 


- 19391 - 
STATE PLANNING OFFICE. Upper East Tennessee 
Section. Mosheim sketch plan, public improvements 
& capital budget. [Prepared for the Mosheim Muni- 
cipal Planning Commission. Johnson City, 1976] 
81, ip. ill. 
TN-MOSM- 76-1688, 


- 19392 - 
SUPREME COURT. Annual report. 1976. [By the] 
executive secretary. [Nashville] 274 p. ill. 
73 -640219 


- 19393 - 
TAX MODERNIZATION AND REFORM COMMBSSION. 
Summary report on tax modernization and reform; 
a second interim report. Nashville, 1973. xi, 791. 
ill. 
- 19394 - 
UNIVERSITY OF TENNESSEE, Knoxville. Continuing 
education series. Knoxville. 
Available from the Extension Library, 420 Commu- 


nications Bldg. , University of Tennessee, Knoxville, 
Tenn. 37916. 


- 19395 - 
v. 49, no. 1. Northeastern heroines of the Ameri- 
can Revolution, compiled by David J. Harkness. 
1974. 10p. (A Bicentennial publication) 


- 19396 - 
v. 49, no. 2. Forgotten heroes of the American 
Revolution, compiled by David J. Harkness. 
1974. 21p. (A Bicentennial publication) 


- 19397 - 
v. 49, no. 3. Colonial heroines of Tennessee, 
Kentucky, and Virginia, compiled by David J. 


Harkness. 1974. 18p. (A Bicentennial 
publication) 


- 19398 - 
v. 50, no. 1. New England heroines of colonial days, 
compiled by David J. Harkness. 1975. 10 p. 
(A Bicentennial publication) 


- 19399 - 
UNIVERSITY OF TENNESSEE, Knoxville. The wisdom 


to govern; lectures in honor of Lee S. Greene. [Knox- 
ville, c1974] viii, 69p. ill. 


- 19400 - 
UNIVERSITY OF TENNESSEE, Knoxville. Graduate 
School of Library and Information Science. Self 
study. Knoxville, 1973. ix, 1861. ill. 


- 19401 - 
UNIVERSITY OF TENNESSEE, Knoxville. Institute for 


Public Service. County Technical Assistance Service. 


Directory of Tennessee county officials. Sept. 1974, 
Sept. 1975. [Knoxville] 2 v. 

Issued in cooperation with the Tennessee County 
Services Association. 

The County Technical Assistance Service was cre- 
ated by the 48th General Assembly (1973) as a unit of 
the University's Institute for Public Service. 

$5. 00 for 1974 ed.; $8.00 for 1975 ed. 


UNIVERSITY OF TENNESSEE, Knoxville. Municipal 
j MTAS municipal tech- 


Technical Advisory Service, 
nical report. Knoxville] 
- 19402 - 
6. Initiating police services, by Joe Fitzgerald and 
Garland Musick. 1974. 8p. 


Issued in cooperation with the Tennessee Muni- 
cipal League. 


- 19403 - 


7. General fixed asset accounting, by W. K. Joines. 
1974. 32p. 
Issued in cooperation with the Tennessee Munici- 
pal League. 
$1. 00, free to Tennessee municipal officials. 


- 19404 - 
9. Tennessee annexation law as amended in 1974. 
1974. Illp. 
Issued in cooperation with the Tennessee Muni- 
cipal League. 
$1.00, free to Tennessee municipal officials. 


19405 - 
10. City beautification and tourism: some whys and 
hows, by E. W. Meisenhelder. 1974, 32 p. 
Issued in cooperation with the Tennessee Muni- 
cipal League. 
$1.00, free to Tennessee municipal officials. 


- 19406 - 
11, Alternative firefighter duty schedules, by Jack 
B. Arnold. 1974. 16p. 


Issued in cooperation with the Tennessee Muni- 
cipal League. 
$1.00, free to Tennessee municipal officials. 
- 19407 - 


WILDLIFE RESOURCES AGENCY. Fishing guide for 
Tennessee, 1977. [Nashville n.d.]| folder. ill. 


- 19408 - 
WILDLIFE RESOURCES AGENCY. Fishing, Tennessee. 
(Nashville, n.d. 10}p. ill. 


- 19409 - 


WILDLIFE RESOURCES AGENCY. Hunting guide, 1976, 
1977. [Nashville, n.d.] folder. 


- 19410 - 


WILDLIFE RESOURCES AGENCY. Tennessee migra- 
tory bird hunting regulations, 1976-77. [Nashville, 
n.d.] folder. ill. 


- 19411 - 


WILDLIFE RESOURCES AGENCY. Tennessee's new 
spotlight law, why it was passed and how it helps you. 
[Nashville, n.d. 3] p. 


- 19412 - 
WILDLIFE RESOURCES AGENCY. 
1977. [Nashville n.d.] folder. 


Turkey regulation, 


- 19413 - 


WILDLIFE RESOURCES AGENCY. Wildlife of Tennes- 
see, [Nashville, n.d.] 35p. ill. 


TEXAS 


- 19414 - 

ADVISORY COMMISSION ON INTERGOVERNMENTAL 
RELATIONS, Privacy and public records, statement 
..» Background paper, by Seth S. Searcy II. [Aus- 
tin, 1977] xv, 82 p. 


$3.50, plus 18 cents sales tax, 77-623845 


- 19415 - 
ADVISORY COMMISSION ON INTERGOVERNMENTAL 


RELATIONS. State administration of grants-in-aid 
to localities: improved procedures for Texas. [Aus- 
tin, 1977] vii, 30 p. 
$2.00, plus 10 cents sales tax, 77-623844 
- 19416 - 
AERONAUTICS COMMISSION. Texas airport directory. 
1977. [Austin] 176 p. ill. 
Free. 63-63877 
- 19417 - 


AGRICULTURAL EXPERIMENT STATION, College 
Station. Annual report. 1976. [College Station] 
37 p. ill. 


AGRICULTURAL EXPERIMENT STATION, College 


Siation. Mfiscellaneous] p[ublication] College 
Station. 

- 19418 - 
1317. Effects of suspended substrate and feeding rate 


on production of blue tilapia in cages [by] Timothy 
M. O'Keefe and Richard L. Noble. 1977. [2] p. 


- 19419 - 
1319C. Grape cultivar and rootstock evaluations for 
the Texas South Plains, 1975-76, by William N. 
Lipe and Robert Eddins. 1977. 33 p. 


AGRICULTURAL EXPERIMENT STATION, College 
Station. Progress] r[eport] College Station. 


- 19420 - 


3418. Annual ryegrass testing and breeding in east 
Texas [by] A. R. Shank. 1976. [3] p. 


TEXAS 


- 19421 - 

3433. A comparison of fruiting characteristics and 
insect damage among the cotton varieties TAMCOT 
SP-37, Lockett 4789A, Lockett 77-4, and Lankart 
a 611 [by] J. E. Slosser and S. N. Oakes. 1977. 

Pp. 


- 19422 - 


3435. Water use of potatoes in the Texas Rolling 
Plains [by] D. G. Bordovsky, C. J. Gerard, and 
B. D. Kingston. 1977. [2] p. 


- 19423 - 
3438. Control of volunteer sunflower in rotational 
crops [by] J. R. Abernathy, D. Hollingsworth, 
and J. W. Keeling. 1977. [3] p. 


- 19424 - 


3439. 1976 winter overseeding performance on dor- 
mant turfs [by] J. Beard [and others] 1977. 6 p. 


- 19425 - 

AGRICULTURAL EXPERIMENT STATION, College 
Station. Soil survey of Tom Green County, Texas 
[by C. C. Wiedenfeld and P. H. Flores. College 
Station, 1976] 58, 121 p. ill. 

Issued in cooperation with the U. S, Soil Conserva- 
tion Service. 


~ 19426 - 
AIR CONTROL BOARD. Biennial report. 
[Austin] v, 61p. ill. 
Report period ends Aug. 31, 


1974/76, 


- 19427 - 
BUREAU OF VITAL STATISTICS, 
1975. Austin. 93 p. annual, 


19428 - 

COMMISSION ON FIRE PROTECTION PERSONNEL 
STANDARDS AND EDUCATION. Statewide organi- 
zational design for the education and training of fire 
service personnel in Texas. [Austin] 1976. 

vii, 121 p. 


Texas vital statistics. 
76-641131 


- 19429 - 

COMMISSION ON LAW ENFORCEMENT OFFICER 
STANDARDS AND EDUCATION. Background in- 
vestigator's manual: a guide to the evaluation of 
municipal police officer applicants, prepared by 
Wollack, Waibel, & Guenther, Inc. [Austin, 19767] 
v, 78, 18 p.+ 


~ 19430 - 

COMMISSION ON LAW ENFORCEMENT OFFICER 
STANDARDS AND EDUCATION. Interviewer's 
manual; a guide to the evaluation of municipal 
police officer applicants, prepared by Wollack, 
Waibel, & Guenther, Inc. [Austin, n.d.] 37 p. 
ill. 

Cover title: Oral interview procedure manual. 


- 19431 - 


COMMISSION ON LAW ENFORCEMENT OFFICER 
STANDARDS AND EDUCATION, Law enforcement 
agencies of Texas: a survey; summary, 1976. 
[Austin] 1890-1985 p. annual, 
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- 19432 - 

COMMISSION ON LAW ENFORCEMENT OFFICER 
STANDARDS AND EDUCATION. The validation 
of entry-level police officer selection procedures, 
prepared by Wollack, Waibel, & Guenther, Inc. 
[Austin, 19767] 236 p. 

Cover title: Police officer selection procedure 
validity report. 


- 19433 - 
COMMISSION ON SERVICES TO CHILDREN AND YOUTH. 
Annual report. 1976. [Austin] Dept. of Community 
Affairs. 191,+ 


- 19434 - 

COMPTROLLER'S OFFICE. Texas tax forum; a report 
of hearings conductedOctober, November & December, 
1976. [Austin] 1977. 111. 

Issued in cooperation with the House Committee on 
Ways and Means and members of the Senate. 


- 19435 - 
DEPT. OF HEALTH RESOURCES. 
programs in Texas; a summary document. 
1977] 54p. ill. 
Cover title: RMPT; 1st phase of resource develop- 
ment in Texas. 


Regional medical 
[Austin, 


- 19436 - 
DEPT. OF PUBLIC WELFARE. Licens Division. 
Annual report; child care licensing. 6. ustin]} 


32p. ill. 


- 19437 - 
DIVISION OF DISASTER EMERGENCY SERVICES. 
State of Texas disaster plan. [Rev. Austin, 1977] 
various pagings. ill. 


- 19438 - 
EDUCATION AGENCY. Development of videotapes for 
mental health associate programs; final re ort [by] 
Jefferey O. Whitley. [Austin] 1976. 121. 


- 19439 - 
EDUCATION AGENCY. Priorities of the State Board of 
Education. Austin, 1977. iv, 40p. 


- 19440 - 

EDUCATION AGENCY. Proceedings, the Institute for 
Deaf-Blind Studies, prepared by Joye A. Scheffler, 
Harland M. Irvin, Jr., and Robert Dantona. Pre- 
pared and published [in cooperation with] the South- 
western Region Deaf-Blind Center, California State 
Dept. of Education. [Austin, 1976] v, 94p. ill. 

77-623843 


- 19441 - 

EDUCATION AGENCY. Division of Adult Programs. 
Annual program report; adult education in Texas. 
1975/76. Austin. 64p, ill. 

Report year ends June 30, 


- 19442 - 

EDUCATION AGENCY. Division of Curriculum Develop- 
ment. Foreign Language Section. Sucessful foreign 
language programs in Texas schools, 1976-77. Aus- 
tin [1977] vi, 42p. ill. 


- 19443 - 

EDUCATION AGENCY. Management Information Center. 
SIS student information system; student follow-up. 
Austin [1976] unpaged. 

Issued by the center under a variant name: Manage- 
ment Information System. 


- 19444 - 


EQUAL EMPLOYMENT OPPORTUNITY OFFICE. 1976 
State of Texas EEO-4 reports: State summary, job 
category, salary, new hires. [Austin, 19767] un- 


Issued by the office under a variant name: Office of 
Equal Employment Opportunity, 


FOREST SERVICE. Circular. [College Station] 


- 19445 - 

229. Progress report of the coop rative forest tree 
improvement program. 24th; 1976. 20p. ill. 
annual, 

- 19446 - 


GOVERNOR'S ENERGY ADVISORY COUNCIL. A 
teacher's handbook on energy, prepared under the 
direction of the Governor's Energy Advisory Council 
in consultation with the Texas Education Agency. 
[Austin] 1977. various pagings. ill. 


GOVERNOR'S ENERGY ADVISORY COUNCIL. 
cal report. Austin. 


- 19447 - 
77-001. Potential for energy conservation in Texas, 
by William L. Cepeda. 1977. xii, 170p. ill. 
Issued by the Governor's Energy Advisory Coun- 
cil, Forecasting and Policy Analysis Division. 
77-623731 


Techni- 


- 19448 - 

77-100. Final report on the provision of electric power 
in Texas: key issues and uncertainties; report pre- 
pared by the University of Texas at Austin, Center 
for Energy Studies for the Governor's Energy 
Advisory Council, Forecasting and Policy Analysis 
Division. 1977. 2v. ill. 

Cover title: Provision of electric power in 
Texas... 77-623732 
Executive summary, report prepared by the 
University of Texas at Austin, Center for Energy 
Studies for the Governor’s Energy Advisory Council, 
Forecasting and Policy Analysis Division. 1977. 
221. ill. 


- 19449 - 

77-101. Final report on the feasibility of using power 
to pump irrigation water; report prepared by Earl 
Gilmore, Robert E. Barieau [and] Vaughn Nelson 
for the Governor's Energy Advisory Council, 
Forecasting and Policy Analysis Division. 1977. 
iii, 581. ill. 77-623733 


- 19450 - 

77-102. Final report on the on-site utilization of solar 
energy for agricultural operations in Texas; report 
prepared by Texas Tech University, Dept. of Mecha- 
nical Engineering for the Governor's Energy Advi- 
sory Council, Forecasting and Policy Analysis 
Division. 1977. 841. ill. 

Cover title: The on-site utilization of solar 
energy... 77-623734 


- 19451 - 

77-103. Final report on the storage of solar energy 
from a solar chemical reactor; report prepared by 
W.E. Wenthworth for the Governor's Energy Advi- 
sory Council, Forecasting and Policy Analysis 
Division. 1977. ii, 211. ill. 

Cover title: Storage of solar energy... 
77-623735 


- 19452 - 

77-104. Final report on the Texas small community 
solar electric power alternatives; report prepared 
by the University of Texas at Austin, Center for 
the Governor's Energy Advisory Council, Fore- 
casting and Policy Analysis Division. 1977. 

ix, 107, A13, B10, C631. ill. 
Cover title: Texas small community solar 
electric power alternatives. 77-623736 


- 19453 - 

77-105. Final report on an economic model of new 
crude oil and natural gas supplies in the lower 48 
States; report prepared by Y. Y. Kim and Russell 
G. Thompson for the Governor's Energy Advisory 
Council, Forecasting and Policy Analysis Division. 
1977. x, 154, AI6, AII6 1. ill. 

Cover title: An economic model... 
77-623738 


- 19454 - 

77-106. Final report on a study of demand elasticities 
for electricity, gasoline, and natural gas in the 
Texas economy; report prepared by R.J. Lievano 
and Russell G. Thompson for the Governor's 
Energy Advisory Council, Forecasting and Policy 
Analysis Division. 1977. 29, A 12, B63, C8l. 

Cover title: A study of demand... 
77-623739 


19455 - 

77-108. Final report on power reduction in residen- 
tial air conditioning systems through the use of 
thermal energy storage, prepared by the University 
of Texas at Austin, Center for Energy Studies. 
1977. ill. 

Cover title: Power reduction in... 
Title on spine: Residental air conditioning sys- 
tems - thermal energy storage. 77-623740 


- 19456 - 
GUADALUPE-BLANCO RIVER AUTHORITY. Annual 
financial report. 1975/76. [Seguin] 44 p. ill. 

Report year ends Aug. 31. 


- 19457 - 

INDUSTRIAL ACCIDENT BOARD. Budget estimates, 
fiscal years 1978 and 1979 submitted to the Executive 
and Legislative Budget Offices. [Austin] 1976. 551. 
ill. 


- 19458 - 

LEGISLATURE. Senate. Court of Impeachment, 
Record of proceedings of the High Court of Impeach- 
ment on the trial of O. P. Carrillo, judge, 229th 
District Court, convened September 3, 1975, ad- 
journed January 23, 1976. [Austin, 1976?] 1598 p. 
ill. 


- 19459 - 
LEGISLATURE. Senate. Subcommittee on Consumer 
Affairs. Final report....,auto repair. [Austin 


1976 [i.e. 1977] 15p. 


- 19460 - 
LEGISLATURE. Senate. Subcommittee on Consumer 
Affairs, Final report...energy costs in Texas, 
[Austin] 1976 [i.e.1977] 13 p. 


- 19461 - 
LEGISLATURE. Senate. Subcommittee on Consumer 
Affairs. Final report...mobile homes. [Austin] 


1976 fi.e. 1977] 8p. 


- 19462 - 
LEGISLATURE. Senate. Subcommittee on Consumer 
Affairs. Final report...the Public Utility Commis- 
sion of Texas. [Austin] 1976 [i.e. 1977] 12 p. 


- 19463 - 
LEGISLATURE. Senate. Subcommittee on Consumer 
Affairs. Final report...unit pricing and item pricing 
for food products. [Austin] 1976 [i.e. 1977] 9p. 


MEMORIAL MUSEUM, Austin. The Pearce-Sellards 
series, Austin. 


- 19464 - 
24, A new species of Bufo (Anura: Bufonidae) from 
Africa's dry savannahs by Mills Tandy pe others ] 
1976. 20p. ill. 7-623851 


- 19465 - 
25. Early Tertiary vertebrate faunas, Big Bend area 
Trans-Pecos Texas: Brontotheriidae, by John 
Andrew Wilson. 1977, 17p. ill. 77-623852 


- 19466 - 
26. Ethnic identities of extinct Coahuiltecan popula- 
tions: case of the Juanca Indians, by T.N. Camp- 
bell. 1977. 16 p. 77-623853 


- 19467 - 
MIDWESTERN STATE UNIVERSITY, Wichita Falls, 
Financial report. 1975/76. [Wic 
41 p. 
Report year ends Aug, 31, 


- 19468 - 

OFFICE OF TRAFFIC SAFETY. Municipal court pro- 
cedure manual for judges and clerks in the State of 

Texas. [Austin, n.d.] various pagings. 


ill. 
77-623865 


- 19469 - 
PAN AMERICAN UNIVERSITY, Edinburg. 
report. 1974/75, [Edinburg] 94 p. 
Report year ends Aug, 31, 


Financial 
annual, 


PARKS AND WILDLIFE DEPT. PWD [booklet. 
Austin] 
- 19470 - 
3000-23. The black bass in Texas [by Joe E. Toole 
and others. 1977] ill. 


1045 


| 
4 


- 19471 - 
Seafood retailing [by] Samuel M. Gillespie 
1977. 


3000-27. 
[and] William B. Schwartz. 
vii, 124 p. ill. 

Also available from Texas A & M University, 
Dept. of Sea Grant, College Station, Tex. 


2d ed. 


PARKS AND WILDLIFE DEPT. PWD brochure. 
[Austin] 


- 19472 - 
4000-63. Birds, a field checklist; Falcon State 
recreation area [by John C. Arvin. 1977. 9] p. 


- 19473 - 
4000-71. Sabine Pass Battleground State historical 
park. [1977] folder. ill. 


- 19474 - 

REHABILITATION COMMISSION. Employment of the 
handicapped; personnel specialist program. [Austin, 
n.d.] 2-v. 

Contents. — Participant's handbook, —Trainer's 
guide. 
Participant's handbook is ill. 


- 19475 - 

REHABILITATION COMMBSION. Employment of the 
handicapped; supervisor's program. [Austin, n.d. ] 
2v. 

Contents, —Leader's guide. — Participant’ hand- 
book, 


- 19476 - 
REHABILITATION COMMISSION. Employment of the 


handicapped; top management briefing, briefer's guide. 


[Austin, n.d.] 55 p. 


- 19477 - 
REHABILITATION COMMISSION. Report to the Gover- 
nor. 1976, [Austin] 47p. ill. 


- 19478 - 
REHABILITATION COMMISSION. Utilizing handicapped 
employees. [Austin, n.d.] 2 v. 
Contents. —- Leader's guide. —— Supervisor's 
handbook. 
Supervisor s handbook is ill. 


- 19479 - 

STATE AUDITOR. Audit report, Court of Criminal 
Appeals and the State prosecuting attorney. 1974/76. 
[Austin] 27p. ill. 

Report period ends Aug. 31. 


19480 - 
STATE AUDITOR. Audit report, Giddings State School. 
1975/76. [Austin] 30p. annual. 
Report year ends Aug. 31. 


- 19481 - 
STATE AUDITOR. Audit report, State Commission 
for the Deaf. 1975/76, pee 16 p. 
Report year ends Aug, 31. 


- 19482 - 
STATE AUDITOR. Audit re 
Alcoholism. 1975/76. 


Texas Commission on 
Austin] 28 p. 


Report year ends Aug. 31. 


- 19483 - 

STATE AUDITOR. Audit report, Texas Judicial Council. 
1974/76. [Austin] 25p. ill. 
Report period ends Aug. 31. 


- 19484 - 

STATE AUDITOR. Audit report, Texas State Library 
and Historical Commission. 1975/76. [Austin] 
46 p. 

Report year ends Aug. 31. 


- 19485 - 
STATE BOARD OF PLUMBING EXAMINERS. Annual 
report. 1976. Austin. 291. ill. 


- 19486 - 

STATE DEPT. OF HIGHWAYS AND PUBLIC TRANSPOR- 
TATION. Longview urban transportation study; tra- 
vel patterns, 1976. Sponsoring agencies: Gregg 
County [and others. Austin, 1976] vii, 65p. ill. 

Issued with map. 


- 19487 - 
STATE DEPT. OF HIGHWAYS AND PUBLIC TRANSPOR- 
TATION. Ride the Texas Hill County Trail. [Austin, 
nd.] 12p. ill. 


- 19488 - 
STATE DEPT. OF HIGHWAYS AND PUBLIC TRANSPOR- 
TATION. Ride the Texas Mountain Trail. [Austin, 
n.d.] 12p. ill. 


- 19489 - 

STATE DEPT. OF HIGHWAYS AND PUBLIC TRANSPOR- 
TATION. Status report on public transportation in 
Texas. Prepared in cooperation with the Urban Mass 
Transportation Administration, Dept. of Transporta- 
tion. [Austin] 1977. xviii, 213 p. ill. 77-623864 


Summary. Prepared in cooperation with the 
Urban Mass Transportation Administration, Dept. of 
Transportation. [Austin] 1977. 38p. ill. 


- 19490 - 

STATE DEPT. OF HIGHWAYS AND PUBLIC TRANSPOR- 
TATION. 10 and 20 year transportation plan of de- 
velopment for Calhoun County, prepared by the Texas 
Highway Dept. in cooperation with Calhoun County 
city of Port Lavaca. [Austin] 1973. iv, 241. ill. 

Cover title: Calhoun County transportation plan. 
Issued by the dept. under its former name: State 
Highway Dept. 


- 19491 - 
STATE DEPT. OF HIGHWAYS AND PUBLIC TRANSPOR- 
TATION. Texas, a sight for sore eyes, or a site for 
eyesores? [Austin, n.d.] folder. ill. 


- 19492 - 

STATE DEPT. OF HIGHWAYS AND PUBLIC TRANSPOR- 
TATION. Texas official highway travel map. 
1977/78. [Austin] col. map on sheet 91 x 68 cm. 
fold. to12 x23 cm. annual. 


- 19498 - 

STATE DEPT. OF HIGHWAYS AND PUBLIC TRANSPOR- 
TATION. Automation Division. Guide to structural 
design programs. [Austin] 1973. 81. 

Issued in cooperation with the Bridge Division. 
Issued by the dept. under its former name: State 
Highway Dept. 


~ 19494 - 

TEXAS A & M UNIVERSITY, College Station. Center for 
Applied Geosciences. Texas HIPLEX mesoscale ex- 
periment—summer 1976, data tabulations [by] James 
R. Scoggins and Gregory S. Wilson. Prepared for 
Water Development Board. College Station, 1976. 
vii, 33, A182, B257, C40, D26p. ill. 


19495 - 

TEXAS A & M UNIVERSITY, College Station. Center for 
Marine Resources. Texas port facts book. Com- 
piled for Texas Coastal and Marine Council. [College 
Station] 1977. 157 p. ill. 77-623857 


- 19496 - 


TEXAS A & M UNIVERSITY, College Station. Sea Grant 
College Program. Annual report. 1974775. [Col- 
lege Station] 24p. ill. 

Report year ends Aug. 31. 


- 19497 - 

TEXAS TECH UNIVERSITY, Lubbock. Managing saline 
water for irrigation; proceedings of the International 
Conference on Managing Saline Water for Irrigation: 
planning for the future [held August 16-20, 1976] 
Sponsored by Subcommission on Salt-Affected Soils, 
International Society of Soil Science [and others] 
Edited by H. E. Dregne. [Lubbock, 1977] 618 p. 
ill. 77-623730 


TEXAS TECH UNIVERSITY, Lubbock. Water Resources 
Center. WRC. Lubbock, 


- 19498 - 

77-1. Toxic effects of military wastewater effluent; 
final comprehensive report [by] Robert M. Sweazy, 
Francis L. Rose [and] Clarence L. Baugh. [Pre- 
pared for] U. S. Army Medical Research and De- 
velopment Command. 1977. vi, 721. ill. 

At head of title: Report number five. 
77-623848 


- 19499 - 
TEXAS TURNPIKE AUTHORITY. Annual report. 
23d; 1976. [Arlington] 43, 4, 3 p.+ ill. 
55-62705 


- 19500 - 
TRAVEL AND INFORMATION DIVISION. How to drive 
the freeway. Austin [n.d.] folder. ill. 


- 19501 - 

UNIVERSITY OF HOUSTON. Business Technology Dept. 
A project to rewrite and restructure the competitive 
events for the Distributive Education Clubs of America, 
Texas association; final report. Houston [1977] 

iv, 1671. 


- 19502 - 
UNIVERSITY OF TEXAS AT ARLINGTON. Institute of 

Urban Studies. Texas traffic safety program manual; 
a traffic safety planning guide: the Texas program: 
contract policies, community planning processes, 
local needs assessment, national standards, bibliogra- 
phy. [Arlington, 1977{ various pagings. ill. 

Issued in cooperation with the Office of Traffic 
Safety. 


UNIVERSITY OF TEXAS AT AUSTIN. General Libraries. 


Contributions to librarianship. Austin. 


- 19503 - 
1, A comprehensive program of user education. 
1977, 45, A56p. 
$5. 00. 77-623846 


UNIVERSITY OF TEXAS AT AUSTIN, yanden B. 
Johnson School of Public Affairs. Policy research 
project report. [Austin] 


- 19504 - 

46. Meal system for the elderly: conventional food 
in novel form; a report by the meal system for the 
elderly policy research project. 1977. x, 95 p. 
ill. 76-620081 

$3.50. 


- 19505 - 

17. Short-term surplus funds management for the 
State of Texas; a report, by members of the 
State governmental operations policy research 
project. 1977. vii, 61 p. ill. 


$3. 00. 76-620086 


- 19506 - 

18. Colonias in the Lower Rio Grande Valley of 
south Texas: a summary report, a report by the 
Lower Rio Grande Valley policy research project, 
Lyndon B. Johnson School of Public Affairs, Uni- 
versity of Texas at Austin. 1977. vi, 191. ill. 

$3. 00. 77-620086 


- 19507 - 
UNIVERSITY OF TEXAS SYSTEM. Annual financial 
report. 93d; 1975/76. [Austin] 39p. ill. 
Report year ends Aug. 31. 


- 19508 - 

WATER DEVELOPMENT BOARD. Coastal data system 
user documentation. Vol. 1. Storage reference 
manual. [Rev. Austin, 1977] 156 p. (loose-leat) 
ill. (Publication no. WD-2505-01) 


- 19509 - 
WATER DEVELOPMENT BOARD. Journal clerk's 
address system; user's reference manual. [ist 
ed. Austin, 1977] ii, 6, A8, B6, C2 p. 
(Publication no. HR0O205-00, SS0305-00) 
- 19510 - 
WATER DEVELOPMENT BOARD. Information Systems 


and Services Office. Data Systems Division. Attend- 
ance and labor distribution system; user's reference 
manual. [Developed for Administrative Services, 
Water Development Board. Rev. Austin, 1977] 
i, 58p. ill. (Publication no. WD0800) 

- 19511 - 

WATER DEVELOPMENT BOARD. Information Systems 
and Services Office. Data Systems Division. Water 
table aquifer model, graphics and reports system, 
user's reference manual. [Developed for Ground 
Water Division, Water Development Board. Rev. 
Austin, 1977] various pagings. ill. (Publication 
no. WD-6600-01) 


- 19512 - 
WATER QUALITY BOARD. The State of Texas water 
management program. 1976/77. [Austin] 
p. 
Report year ends Sept. 30, 


UTAH 


- 19513 - 

DEPT. OF PUBLIC INSTRUCTION. Division of Technical 
Assistance. Career Education Unit. Career educa- 
tion infusion in foreign language in junior high/middle 
school. Salt Lake City, 1977. viii, 292 p. ill. 


- 19514 - 
DEPT. OF TRANSPORTATION. Mapleton Center Street, 
Mapleton, Utah County, Utah, administrative action; 
final environmental impact statement, environmental 
analysis developed by Rollins, Brown, and Gunnell, 
Inc. [Salt Lake City] 1977. 125p. ill. (FHWA- 

Ut-EIS-75-02-F) 
Issued in cooperation with the Federal Highway 
Administration. 


- 19515 - 


Utah manufacturers, 1977-78. 
tion with Utah Job Service. 
ill, biennial 


Prepared in coopera- 
Salt Lake City, ix, 139 p. 


- 19517 - 

DIVISION OF WATER RESOURCES, Flood hazard analy- 
ses for East Carbon and Sunnyside, Carbon County, 
Utah, prepared in cooperation with U. S, Soil Conser- 
vation Service [and others. Salt Lake City] 1977. 

22 p.+ ill. 


DIVISION OF WATER RIGHTS. Technical publication. 
[Salt Lake City] 


- 19518 - 

53. Characteristics of aquifers in the northern Unita 
Basin area, Utah and Colorado, by James W. Hood. 
Prepared in cooperation with the U. S. Geological 
Survey. 1976. vi, 7lp. ill. 77-623637 


- 19519 - 

54. Hydrologic evaluation of Ashley Valley, northern 
Unita Basin area, Utah, by James W. Hood. Pre- 
pared in cooperation with the U. S. Geological 
Survey. 1977. iv, 25p. il 77-623638 


- 19520 - 
57. Hydrologic evaluation of the upper Duchesne 
River Valley, northern Unita Basin area, Utah, 
by James W. Hood. Prepared in cooperation 


with the U. S. Geological Survey. 1977. iv, 34 p. 
ill. 77-623639 
DIVISION OF WILDLIFE RESOURCES, Publication. 


[Salt Lake City] 


- 19521 - 

77-4, Big game harvest report, 1976; completion 
report for Federal aid project W-65-R-D-25, 
Work assigned to: Rodney T. John [and] Jeffrey 

77-6238 54 


S. Fair 1977. 961. ill. 


DIVISION OF ALCOHOLISM AND DRUGS. Annual report. 
1976. [Salt Lake City] 32p. ill. 
- 19516 - 
DIVISION OF INDUSTRIAL PROMOTION. Directory of 


GEOLOGICAL AND MINERAL SURVEY Bulletin, 
[Salt Lake City] 
- 19522 - 


111, Utah mineral industry operator directory. 
1977. Compiled by Carlton H. Stowe. iv, 65 p. 


- 19523 - 


LAWS, STATUTES, ETC. Corporation laws of Utah, 
(selected), as amended to date. [Salt Lake City] 
State Archives and Records Service, 1975. 154 p. 


- 19524 - 

OFFICE OF HEALTH PLANNING AND RESOURCE 
DEVELOPMENT. 1976 long term care patient 
origin & destination survey overview, including 
comparisons with the 1974 survey, prepared by 
Randy Tanner. Computer program & data pre- 
pared by James C. Carrier II. [Balt Lake City] 
1977. 21, 61. 


OFFICE OF LEGISLATIVE RESEARCH. Research 
report. [Salt Lake City] 


- 19525 - 

9. Interim study committee final reports; a report 
of interim studies pursued by the legislative study 
committees of the Utah Legislature. 1976. 

xvi, 307 p. ill. 77-623855 


- 19526 - 

11, Statutory sex discrimination in Utah; a report to 
the forty-second Legislature, by J. Wayne Lewis 
[and] Jon M Memmott. 1976. iv, 156 p. 

77-6238 56 


- 19527 - 

OFFICE OF LEGISLATIVE RESEARCH. Utah State 
government, as of July 1, 1977. [Salt Lake City] 
1977. sheet. ill. 


- 19528 - 
STATE LIBRARY COMMISSION. Index to bills intro- 
duced in Utah legislative session. 1977. [Salt Lake 
City] 17p. annual, 


- 19529 - 

UTAH STATE UNIVERSITY, L . Annual technical 
report 211(d) project; AID/csd-2459. Aug. 1975. 
AID sponsoring office: TAB/AGR. Logan. 791. 
ill. (Report no. 6) 

Has also a distinctive title: Optimum utilization 
of water for agriculture with emphasis on "on-farm 
water management." 


- 19530 - 

UTAH STATE UNIVERSITY, Logan. Utah Cooperative 
Fishery Research Unit. Annotated bibliography for 
aquatic resource management of the Upper Colorado 
River ecosystem [by] Richard S, Wydoski [and others] 
Prepared for the Colorado Squawfish Recovery Team. 
Logan, 1976. ii, 202p. ill. 77 -623841 


- 19531 - 
WEBER STATE COLLEGE, Ogden. Stewart Library. 
Bibliography of literature for the adolescent; a glimpse 


into the adolescent world, by Bonnie Fitzgerald. 
Ogden, 1977. ii, 41. 


VERMONT 


- 19532 - 
1976 Vermont tax statistics. 
74 p. 77-623630 


- 19533 - 
DIVISION OF WATER QUALITY. Report on a Vermont 
phosphorus detergent ban. [Montpelier] 1975. 
iv, 24 p. 


DEPT. OF TAXES. 
Montpelier, 1976. 


- 19534 - 

UNIVERSITY OF VERMONT, Burlington. Robert Hull 
Fleming Museum. Walton Blodgett: a retrospective 
[an exhibition, held] July 9 - August 31 [at the] Robert 
Hull Fleming Museum, University of Vermont, Bur- 
lington [and] September 3 - October 2 [at the] Brattle- 
boro Museum and Art Center, Brattleboro. [Burling- 
ton, 1977] unpaged. ill. 


WATER QUALITY DIVISION. Lake eutrophication series 
report. Montpelier. 


- 19535 - 
1, Lake Bomoseen water quality report [by Virginia 
Garrison] 1974. various pagings. ill. 
77-623699 


- 19536 - 
2. Lake Hortonia water quality report [by Virginia 
Garrison] 1974. ii, 50p. ill. 77-623700 


- 19537 - 
3. Lake St. Catherine water quality report [by 
Katherine Little] 1974. ii, 33, 2, 2, 5, 3p. 
ill. 77-623701 


- 19538 - 
4. Lake Parker water quality report [by Douglas 
Burnham] 1974. ii, 62p. ill. 77-623703 


- 19539 - 
9. Lake Raponda water quality report [by Douglas 
Burnham] 1975. ii, 41p. ill. 77-623704 


- 19540 - 
10. Caspian Lake water quality report [by Car} W. 
Pagel] 1974, iv, 94p. ill. 77-623705 


VIRGIN ISLANDS 


AGRICULTURAL EXPERIMENT STATION, Christian- 
sted. Report. ([Christiansted] 


19541 - 
10. Prospects for growing grapes in the U.S. Virgin 
Islands [by G. A. Cahoon and D. S. Padda] 1977. 
18p. ill. 


COLLEGE OF THE VIRGIN ISLANDS, St. Thomas. 


Caribbean Research Institute, 


Heritage series. 
St Thomas, 


- 19542 - 
1, The Virgins: a descriptive and historical profile 
[by] Pearl Varlack and Norwell Harrigan. 1977. 
vi, 72p. ill. 77-623696 


VIRGINIA 


- 19543 - 

DEPT. OF EDUCATION. Division of Curriculum and In- 
struction. All about our wonderful communities, the 
Virgin Islands, by Project Introspection [and ESAA] 
Graphic artist: Gail Powell. [Charlotte Amalie, 
c1975] vi, 178 p. ill. 


- 19544 - 
DEPT. OF PUBLIC WORKS. Annual report. 
1975/76. [Charlotte Amalie] 2v. ill. 
Report year ends June 30. 


1974/75 - 


63 -62950 


- 19545 - 

DIVISION OF NATURAL RESOURCES MANAGEMENT. 
Pesticide control program [annual report] Ist; Jan. 
1977. Prepared by: Donald C, Francois [and| Leonard 
G. Reed, Jr. [Charlotte Amalie] 29p. ill. 


- 19546 - 

PLANNING OFFICE. Preliminary Virgin Islands coastal 
zone management program. [Charlotte Amalie] 1977, 
194, 56 p.+ ill. 

Title on spine: Virgin Islands coastal zone manage- 
ment - preliminary program. 77-623728 


- 19547 - 

PLANNING OFFICE. The Virgin Islands economy: past 
performance, future projections, planning alternatives, 
by Jerome L. McElroy. Charlotte Amalie, 1974. 

128 p. ill. 77-623333 


VIRGINIA 


- 19548 - 
CENTER FOR HEALTH STATISTICS, Statistical annual 
report. 63d;1975, Richmond, x, 259p. ill. 
The center was established by the Dept. of Health 
on Jan, 31, 1975, 56-32221 


- 19549 - 
COLLEGE OF WILLIAM AND MARY, Williamsburg. 
The president's report. 1974/75. [Williamsburg] 


13, 7p. ill. annual, 


- 19550 - 

CRIMINAL JUSTICE SERVICES COMMISSION. Rulcs 
relating to compulsory minimum training standards 
for law enforcement officers responsible for court- 
house and courtroom security [adopted March 8, 
a effective February 17, 1977. Richmond, 1977] 

p. 


- 19551 - 

CRIMINAL JUSTICE SERVICES COMMISSION. Rules 
relating to compulsory minimum training standards 
for local fire marshalls and their assistants [adopted 
September 11, 1975; effective February 17, 1977. 
Richmond, 1977] 6 p. 


- 19552 - 
[DEPT, OF COMMUNITY COLLEGES] Programs 
approved for the Virginia community college system. 
1976-77. [Richmond, 4] p. 


DEPT. OF CORRECTIONS. Bureau of Research, Re- 
porting, and Evaluation. Report. [Richmond] 


- 19553 - 
7639. Inmate population flow in the Virginia correc- 
tional system. 1977. iii, 401. ill. 


77-623717 
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VIRGINIA 


- 19554 - 
DEPT, OF PLANNING AND BUDGET, Economic 


Research Section, Data summary. [Richmond] 


77-621361 
71-1, Frederick County and the city of Winchester. 
1977. 64p. ill. 
77-13. Craig County. 1977. 40p. ill. 
- 19555 - 
DIVISION OF LEGISLATIVE SERVICES. Digest of Acts 


of Assembly, 1977 regular session, 
of Purchases and Supply, 1977. iv, 134 p. 


77-623695 


- 19556 - 
DIVISION OF TEACHER EDUCATION AND CERTIFICA- 
TION. State-approved teacher preparation programs 
in Virginia colleges and universities. July 1976. 
Richmond. 45 p. 


INSTITUTE OF MARINE SCIENCE, Gloucester Point. 
Special report in applied marine secience and ocean 
engineering. Gloucester Point. 


- 19557 - 

38. Wave climate model of the Mid-Atlantic shelf and 
shoreline (Virginian Sea); model development, shelf 
geomorphology, and preliminary results [by] Victor 
Goldsmith [and others] 1974. vii, 146p. ill. 
(NASA SP-358) 

Issued by the National Aeronautics and Space 
Administration, Scientific and Technical Informa- 
tion Office. 

$5.75, available from the National Technical 


Information Service, Springfield, Va. 22151 
Has variant series title: SRAMSOE. 


- 19558 - 
40. Documents related to management of the coastal 
zone: an annotated bibliography, by Beverly L. 
Laird [and others] 1973. v, 102 p. 


A Chesapeake Research Consortium, Inc. publi- 
cation. 


- 19559 - 

41. Hydrography and hydrodynamics of Virginia 
estuaries, [Pt.] 4. 
water quality in the James Estuary, by C. S, Fang 
[and others] 1973. xi, 295p. ill. 


~ 19560 - 
4/i.e.55] Shoreline situation report; Newport News, 
Virginia, prepared by Carl H. Hobbs ITI [and 
others. 1974] 77 p. ill. (Chesapeake Research 
Consortium. Report no. 10) 
Ser. no. corrected in ms. 


- 19561 - 
68/i.e.63] King George tidal marsh inventory 
[by] Kenneth A. Moore. 1975. ii, 57 p. ill. 
Ser. no. corrected in ms. 


- 19562 - 
LAWS, STATUTES, ETC. Code of Virginia, 1950, 
annotated. Vol. 12; 1977 replacement. Prepared 


under the supervision of the Virginia Code Commis - 
sion, under the direction of W. M. Willson [and others] 
874 p. 

49-4044 


Charlottesville, Michie Co. [c1977] 


Richmond, Dept. 


Mathematical model studies of 


- 19563 - 

LAWS, STATUTES, ETC. Trademarks, service marks, 

etc. [Richmond] State Corporation Commission, 1976 
13 p. 


- 19564 - 
MUSEUM [OF FINE ARTS] Richmond. A catalog of the 


exhibition Virginia artists. 1977. [Richmond] 
unpaged. ill. biennial. 
Cover title: Virginia artists. 


- 19565 - 

SAFETY AND HEALTH CODES COMMISSION. Occupa - 
tional safety and health standards for the construction 
industry (29 CFR part 1926) promulgated by the Occu- 
pational Safety and Health Administration, United 
States Dept. of Labor, with amendments as of January 
1, 1977 [effective date April 15, 1977] Chicago, Com- 
merce Clearing House, Inc. [1977] viii, 103 p. ill. 

The name of the commission was changed from 
Safety Codes Commission by Acts of Assembly, Ch. 
567, approved Apr. 7, 1972. 


- 19566 - 

SOLID WASTE COMMISSION. Report... to the Governor 
and the General Assembly of Virginia. Richmond, 
Dept. of Purchases and Supply, 1977. 26 P. (Senate 
document no. 16) 7-623697 


- 19567 - 
STATE BOARD OF EDUCATION. Annual report of the 
superintendent of public instruction of the Common- 


wealth of Virginia. 105th; 1974/75. Richmond. 
229 p. ill. 
Report year ends June 30, E9-19 


- 19868 - 

STATE LIBRARY, Richmond. Proceedings of the 

Advisory Council of the State of Virginia [held] 
April 21—June 19, 1861. Edited by James I. 
Roberston, Jr. Richmond, 1977, 182 p. ill. 
76-27470 
- 19569 - 

UNIVERSITY OF VIRGINIA, Charlottesville. Institute of 
Government. Virginia county supervisors’ manual, 
by Elizabeth Andrews with the assistance of Michaux 
Wilkinson and ‘ohn Mahone. [3ded. Charlottesville] 


1977. xvi, 460 p. 
Issued in cooperation with the Virginia Association 
of Counties. 77-623716 


- 19570 - 
VIRGINIA COMMONWEALTH UNIVERSITY, Richmond. 
Libraries. Annual report. 1975/76. [By|/Rober 
L. White. [Richmond] 51.+ ill. 


VIRGINIA POLYTECHNIC INSTITUTE AND STATE 


UNIVERSITY, Blacksburg. College of Engineering. 
VPI-E. Blacksburg. 


- 19571 - 

76-25. Stress intensities for nozzle cracks in reactor 
vessels [by] C. W. Smith, M. Jolles [and] W. H. 
Peters. Prepared for Oak Ridge National Labora- 
tory. 1976. vi, 2l1p. ill. 

Issued by the Dept. of Engineering Science and 
Mechanics, Virginia Polytechnic Institute and State 
University. 

$4.00 hard copy, $2.25 microfiche; available 
from the Natiom|1 Technical Information Service, 

5285 Port Royal Rd., Springfield, Va. 22161 


; 
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VIRGINIA POLYTECHNIC INSTITUTE AND STATE 
UNIVERSITY, Blacksburg. Research Division, 
Insects of Virginia. Blacksburg. 

Available on an exchange basis from the Distribu- 
tion Center, VPI&SU, Research Division Publications, 
111 Landsdowne St., Blacksburg, Va. 24060. 


- 19572 - 
11, The blow flies of Virginia (Diptera: Calliphoridae), 
by Robert D. Hall and Lee H. Townsend, Jr. 
(Its Bulletin 123) 


1977. 
viii, 48 p. ill. 


- 19573 - 

12. The Dytiscidae of Virginia (Coleoptera: Adephaga) 
(subfamilies: Laccophilinae, Colymbetinae, Dyti- 
scinae, Hydaticinae, and Cybistrinae) by Andrew G. 
Michael and James F, Matta. 1977. vi, 53 p. 
ill, (Its Bulletin 124) 


VIRGINIA POLYTECHNIC INSTITUTE AND STATE 
UNIVERSITY, Blacksburg. Water Resources Re- 
search Center. Bulletin. Blacksburg. 


- 19574 - 
100. Pollutant movement to shallow ground water 
tables from swine waste lagoons [by] T. G. Cira- 
volo [and others] 1977. vi, 61p. ill. 


- 19575 - 

107. Water resources administration in Virginia: 
analysis and evaluation [by] William R. Walker 
[and] William E. Cox. 1976. x, 258 p. 

77-623698 


- 19576 - 

VIRGINIA POLYTECHNIC INSTITUTE AND STATE 
UNIVERSITY, Blacksburg. Water Resources Re- 
search Center. An executive summary of Alter- 
natives for coastal resources management in Vir- 
ginia, prepared by Waldon R. Kerns and George 
Hagerman. Blacksburg, 1977. i, 23 p. ill. 

At head of title: Commonwealth of Virginia, 
Office of the Secretary of Commerce and Fisheries. 


WASHINGTON 


- 19577 - 
DIVISION OF HEALTH SERVICES. Feeding your new 
baby. [Olympia, 1975. 3] p. 
Issued by the division under a variant name: 
Health Services Division. 


- 19578 - 

DIVISION OF HEALTH SERVICES. Not while baby 
Sleeps; hints for your baby's good oral health. 
[Olympia, n.d. 2] p. 

Issued by the division under a variant name: 
Health Services Division. 


- 19579 - 
OFFICE OF COMMUNITY DEVELOPMENT. Volunteer 
information network. [Olympia, n.d.] folder. 


- 19580 - 
STATE CRIMINAL JUSTICE TRAINING COMMISSION. 
Criminal justice film catalog. [Olympia] 1977. 76 p. 


WEST VIRGINIA 


UNIVERSITY OF WASHINGTON, Seattle. Division of 
Marine Resources. WSG-PM. Seattle. 
- 19581 - 
77-1. A report on the Washington Sea Grant Program 
for January 1, 1975-December 31, 1975. [n.d. | 
v, 44 p. 


WASHINGTON STATE UNIVERSITY, Pullman. College 
of Agriculture Research Center. Circular. [Pull- 
man| 


- 19582 - 
602. Retail fertilizer marketing in the Pacific North- 
west: confusing signs in difficult times [by] Ken D. 
Duft. [1977] 41p. ill. 


WASHINGTON STATE UNIVERSITY, Pullman, College 
of Agriculture Research Center. Technical bulletin. 


[Pullman] 


- 19583 - 
87. Effect of selected acaricides on the beet leafhop- 
per Circulifer tenellus Baker in greenhouse cul- 
tures [by] Alexander A. Csizinsky. 1977. 2p. 


Coopera- 
Pullman 


WASHINGTON STATE UNIVERSITY, Pullman. 
tive Extension Service. Extension bulletin. 


- 19584 - 
666. A will of your own [by] Lois Restemayer. 
1977] folder. 


- 19585 - 
684, Lawns and other turf; saving water [by Roy L. 
Goss. 1977] folder. 


- 19586 - 
685. Bathroom, kitchen, laundry; saving water [by 
Marguerite P. Schroeder. 1977] folder. 


[Rev. 


WEST VIRGINIA 


- 19587 - 
COMMISSION ON MENTAL RETARDATION. Annual 
report. 1975/76. [Charleston] 14p. ill. 
Issued as Its Promise R, v. 9, no. 4. 
Report year ends June 30, 


- 19588 - 
DEPT, OF AGRICULTURE. Annual report. 
1975/76. [Charleston] 110 p. 
Report year ends June 30. 


- 19589 - 
DEPT. OF NATURAL RESOURCES. 
[Charleston, n.d.] 33 p. ill. 


- 19590 - 

DEPT. OF VETERANS AFFAIRS. West Virginia Depart- 
ment of Veterans Affairs. [Charleston] 1975. folder. 

On t.p.: It takes courage to care. 

- 19591 - 

DEVELOPMENTAL DISABILITIES [PLANNING AND 
ADVISORY] COUNCIL. Deinstitutionalization: a 
service continuum. [Charleston] 197%. 113 p, 

ill. 

Issued in cooperation with the Virginia Develop- 
mental Disabilities Council and Region II, HEW 
Developmental Disabilities Council Consortium. 

77-623713 


70-633026 


65th; 


DNR review. 


[Rev] 


q 
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WEST VIRGINIA 


- 19592 - 

LAWS, STATUTES, ETC. Workmen's compensation 
law, State of West Virginia. July 1, 1976. Charles- 
ton, workmen's compensation commissioner. 62 p. 

29-20637 


- 19593 - 
LEGISLATURE. House of Delegates. Directory of State 
offices, West Virginia. Oct. 1975. Compiled by 
C. A. Blankenship. Charleston. unpaged. ill. 


- 19594 - 

MEDICAL LICENSING BOARD. Official directory of 
registered doctors of medicine, medical corporations, 
and doctors of chiropody-podiatry. Jan. 1, 1976. 
[Charleston] 50p. biennial. 


- 19595 - 
POTOMAC STATE COLLEGE, Keyser. 
book. 1976/77-1977/78. [Keyser] 


- 19596 - 
RACING COMMISSION. Annual report...to the Governor 
of the State of West Virginia. 41st-42d; 1975-76. 
[Charleston] 2 42-16 644 


- 19597 - 
REAL ESTATE COMMISSION. Directory of licensed 
real estate brokers and salesmen. 1976/77. 
[Charleston] 71p. annual. 


- 19598 - 

STATE BAR. Committee on Citizenship. Equal justice 
for all; a handbook for jurors. Approved by the West 
Virginia Judicial Association. Charleston [n.d.] 

32 p. 


Student hand- 
2v. ill. 


- 19599 - 

STATE TAX DEPT. Biennial report [of the] tax commis- 
sioner of West Virginia. 36th; 1974/76. [Charles- 
ton] v, 316 p. 

Report period ends June 30. 


- 19600 - 

SUPREME COURT OF APPEALS. Law Library. 
report of the law librarian. 10th; 
ton} 24 p. 

Report year ends June 30. 


- 19601 - 
WEST VIRGINIA UNIVERSITY, Morgantown. Anatomy 
at West Virginia University; training and career oppor- 
tunities. [Margantown, n.d.] 20p. ill. 


- 19602 - 

WEST VIRGINIA UNIVERSITY, Morgantown. Dept. of 
Industrial Engineering. Proceedings, United States 
Postal Service Mail Damage Conference, compiled 
and edited by Donald L. Gochemour, Jr. Sponsored 
by Research Dept., U.S. Postal Service and Dept. of 
Industrial Engineering, Dept. of Mechanical Engineer- 
ing and Mechanics, College of Engineering, West 
Virginia University. [Morgantown, n.d.] 281. ill. 

77-623860 


Annual 
. [Charles- 


- 19603 - 
WEST VIRGINIA UNIVERSITY, Morgantown. Engineering 


Experiment Station. Mail damage reduction and serv- 
ice improvement pilot program for the Pittsburgh Post 
Office; final report, phase Il, by Donald L. Gochenour, 
Jr. [and] Ralph W. Plummer. ([Morgantown, n.d. 
641. ill. 77-623863 


- 19604 - 
WEST VIRGINIA UNIVERSITY, Morgantown, Engineering 
Experiment Station. Proceedings, West Virginia 


University United States Postal Service Workshop 
[phase I, held] 12-14 September, 1973, compiled and 
edited by Donald L. Gochenour, Jr. and Ralph W. 
[Morgantown, n.d. } 


Plummer. 50 p. ill. 


77-623862 


- 19605 - 

WEST VIRGINIA UNIVERSITY, Morgantown. Engineering 
Experiment Station. United States Postal Service Dam- 
age reduction program; final report, phase III, by 
Donald L. Gochenour, Jr. [and] Ralph W. Plummer. 
Sponsored by U. S. Postal Service, Research and 
Engineering Dept. [Morgantown] 1975. 991. 

On cover in ms.: Bulletin no. 115, 77-623861 


- 19606 - 

WEST VIRGINIA UNIVERSITY, Morgantown. Office of 
Radio, Television, and Motion Pictures. The moun- 
tain people — a sense of place; a manual for discus- 
sion leaders, by Paul G. Yeazell. Morgantown, 1975, 
49 p. 


- 19607 - 

WEST VIRGINIA UNIVERSITY, Morgantown, School of 
Medicine. Statistical profile on medical school ap- 
plicants. 1975-77. [Morgantown] 3v. ill. 

WEST VIRGINIA UNIVERSITY, Morgantown, Water 


Research Institute. Information report. Morgan- 
town. 


- 19608 - 
2. Selected water-quality data—Lake Lynn (Cheat 
Lake), West Virginia, by Robert G. Corbett and 
William P. Stilson. 1974. [4] 1. 


- 19609 - 

9. Removal of undesirable cations from acid mine 
water by a new cation-exchange material, by John 
H. Strohl and James L. Hern. 1976. iv, 14p. 
ill. (West Virginia University, Bulletin, ser. 
77, no, 2-2) 


WISCONSIN 


DEPT. OF NATURAL RESOURCES. Pub[lication] 
Madison. 
- 19610 - 

17-3600(77). A fine kettle of fish: rough fish, cray- 
fish, and turtles; how to catch and prepare them 
- and why, by Vern Hacker. c1977. 64p. ill. 

Issued by the Dept. of Natural Resources, 

Bureau of Fish Management. 


$1. 00. 77-623626 


LEGISLATIVE COUNCIL. Information memorandum. 
Madison. 


- 19611 - 
76-4, Maternity leave and benefits, by Melanie Huff 
and Jane Henkel. Rev. 1977. 10p. 


- 19612 - 
77-6. Description of the special condemnation pro- 
cedure (the Kline law) used in the city of Milwaukee, 
by Barbara Heaney. 1977. 8p. 


- 19613 - 
77-7. Who may condemn under Wisconsin eminent 
domain law, by Barbara Heaney. 1977. 14p. 


- 19614 - 


77-8. Laetrile, by Ed Applebaum. 1977. 4p. 


- 19615 - 
77-9. Information memorandum on occupational 


licensing issues, by Russ Whitesel. 1977. 18 p. 


LEGISLATIVE COUNCIL. RL. Madison. 


77-15. Legislation eis. to occupational licensing; 
Assembly bill 784, relating to revising occupational 
licensing laws, Assembly Joint Resolution 57, rela- 
ting to regulation of the practice of law by the Legis- 
lature (constitutional amendment) [by Russ Whitesell] 
1977. vi, 29p. 

At head of title: Report no. 15 to the 1977 
Legislature, 


77-16. Legislation a. OE the school truancy laws; 
Assembly bill 401, changes in the truancy laws, 
Assembly Joint Resolution 33, proposing a study of 
school violence and vandalism |by Thomas G, 
Barkin] 1977 iii, 17 p. 

At head of title: Report no. 16 to the 1977 
Legislature. 


- 19618 - 

77-18. Legislation relating to registration of vehicles 
owned by Indian tribes; Assembly bill 850, special 
plates and registration fees for vehicles owned by 
Indian tribes or bands [by Shaun Haas] 1977. 

iii, 5p. ill. 


- 19619 - 

77-19. Legislation relating to the gift tax exemption 
on interspousal transfers of property; Senate bill 
401, relating to gift tax of transfer of interspousal 
property [by Janice M. Baldwin] 1977. ii, 41. 

At head of title: Report no, 19 to the 1977 
Legislature. 


- 19620 - 

77-22. Legislation relating to solid waste manage- 
ment; Assembly bill 733, solid waste disposal regu- 
lation, Assembly bill 837, study impact of waste 
iy on ground water [by Jim Fullin] 1977. 

, 61. 
At head of title: Report no. 22 to the 1977 
Legislature. 


- 19621 - 
77-23. Legislation relating to hazardous waste man- 
agement; Assembly bill 880, relating to establishing 
a hazardous waste management program [by John 
Stolzenberg] 1977. iv, 71. 
At head of title: Rewrt no. 23 to the 1977 
Legislature. 


WISCONSIN 


LEGISLATIVE COUNCIL. Special Committee on Court 
Reorganization. Working document. Madison. 


- 19622 - 
3. Organization of the Wisconsin Court of Appeals, 
prepared by Jim Fullin. Rev. 1977. 14p. 


- 19623 - 


4. Rotating the membership of 3-judge panels of the 
Wisconsin Court of Appeals, prepared by Jim 
Fullin. 1977, Tp. 


- 19624 - 


5. Form, publication, and precendential effect of 
opinions of the Wisconsin Court of Appeals, pre- 
pared by Don Dyke. 1977. 20p. 


- 19625 - 


6. Issues relating to creation of a single level trial 
court system. 1977. Tp. 


- 19626 - 
7. Compensation of trial court judges and court re- 
porters, prepared by Dan Fernbach. 1977. 15 p. 


- 19627 - 
8. Differences between the Milwaukee County retire- 
ment system and the Wisconsin Retirement Fund, 
prepared by Greg Hyer. 1977. 9p. 


Extension. B. 


UNIVERSITY OF WISCONSIN, Madison. 
[Madison] 


- 19628 - 

2821. How to use stewing hens [by] Arthur J. Maurer 
and Charlotte M. Dunn, [1977. 4]p. (Its Food 
resources and human nutrition) 

10 cents, 


- 19629 - 

2837. If your home freezer stops [by] Charlotte M. 
Dunn. [1977. 3]p. (Its Food resources and 
human nutrition) we 

10 cents, 


UNIVERSITY OF WISCONSIN, Madison. 
[Madison] 


Extension. G. 


- 19630 - 
2853. Rural solid waste collection systems [by] 
John Reindl, [1977. 4]p. ill. 
10 cents. 
- 19631 - 
2854. Solid waste disposal [by] John Reindl. 
4]p. ill. 
10 cents. 


UNIVERSITY OF WISCONSIN, Madison. Institute for 
Environmental Studies. Report. Madison. 


[1977, 


- 19632 - 

73. A predictive model for wheat yield in Sonora, 
Mexico [by] Patrick J. Michaels and Victor R. 
Scherer. 1977. 17 (Its World climate and 
food systems, no. 7) 

Has variant series title: IES report. 

Issued by the Climate/Food Research Group, 
Center for Climatic Research, Institute for En- 
vironmental Studies, University of Wisconsin. 
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- 19633 - 

74. An aggregated national model for wheat yield in 
India [by] Patrick J. Michaels and Victor R. 
Scherer. 1977. 17p. ill. (Its World climate 
and world food systems, no. 8) —_ 

Has variant series title: IES report. 

Issued by the Climate/Food Research Group, 
Center for Climatic Research, Institute for En- 
vironmental Studies, University of Wisconsin, 


- 19634 - 

77. Environmental impacts of mechanical harvesting 
of submersed vascular plants [by] Stephen R. Car- 
penter and Michael S. Adams. 1977. 30p. ill. 

Has variant series title: IES report. 

Issued by the Center for Biotic Systems, Insti- 
tute for Environmental Studies, University of Wis- 
consin, 


- 19635 - 

78. Studies of the Lake Wingra Watershed; an interim 
report [by] O. L. Loucks [and others] 1977. 45 p. 
ill. 

Has variant series title: IES report. 

Issued by the Center for Biotic Systems, Insti- 
tute for Environmental Studies, University of Wis- 
consin. 


UNIVERSITY OF WISCONSIN, Milwaukee. Language and 
Area Center for Latin Ameri enter essay se ; 


center essay. Milwaukee. 


- 19636 - 

7. Environmental and cultural factors in the decline 
of agriculture in a small West Indian Island, by 
John E. Adams. [c1976] 5-24p. ill. 

On t.p.: Center for Latin America. 
Issued in cooperation with the North Central 
Council of Latin Americanists. 


WYOMING 


- 19637 - 
AERONAUTICS COMMISSION. Wyoming State airport 
system plan; air carrier forecasts, prepared 
T. A. P., Inc. for Jack Noblitt & Associates. [Chey- 


enne| 1976. various pagings. ill. 77-623714 
- 19638 - 
STATE FAIR. Annual Wyoming State Fair. 65th; 1977. 


[Cheyenne] 88p. ill. 


Title varies: Annual Wyoming State Fair premium 
list. 


~ 19639 - 
STATE INSPECTOR OF MINES. Annual report. 


1976. 
[Cheyenne] 43 p. 


- 19640 - 

SUPREME COURT. Wyoming reporter, cases decided 
in the Supreme Court, reported in Pacific reporter, 
second series. Vol. 551 P.2d—559 P.2d. St. Paul, 
West Pub. Co., 1977. various pagings. 62-32686 


ASSOCIATIONS OF STATE OFFICIALS 
AND REGIONAL ORGANIZATIONS 
- 19641 - 
COUNCIL OF STATE GOVERNMENTS. 
the Regional Rail Planning Seminars, fall, 1976; 
seminar locations: Atlanta, Georgia, Omaha, Nebraska, 
Salt Lake City, Utah, Fort Worth, Texas, Albany, New 


Proceedings of 


York. Edited by James F. Runke and Norbert Y. 
Zucker. [Lexington, Ky;, 1977] v, 161 p. ill. 
Issued in cooperation with the Federal Railroad 
Administration. 
Address: Iron Works, Lexington, Ky. 40511. 
FRA-RFA-77-01. 77-623715 
COUNCIL OF STATE GOVERNMENTS. RM. _ Lexing- 
ton, Ky. 


- 19642 - 
602. Juvenile facilities: functional criteria. Editor: 
Ralph J. Marcelli. [1977] xi, 162p. ill. 
On cover: Criminal justice. 


$6.00. 77-623708 


- 19643 - 
613. Planning for changes in corrections populations, 
Editor: Ralph J. Marcelli. [1977] vi, 29p. ill. 
On cover: Criminal justice. 


$3.50. 77-623709 


- 19644 - 
619. Energy [by Leonard U. Wilson. 1977] 12 p. 
ill 


"$2. 00. 


GREAT PLAINS AGRICULTURAL COUNCIL. Publlica- 
tions. n.p. 


- 19645 - 

82. Energy related impacts on Great Plains agricul- 
tural productivity in the next quarter century, 1976— 
2000 [by] R. W. Kleis [and others] 1976. 26 p. 

Issued by the University of Nebraska, Agricul- 
tural Experiment Station. 77-623707 


- 19646 - 
MINNESOTA-WISCONSIN PCB INTERAGENCY TASK 
FORCE. Polychlorinated biphenyls (PCBs) in the 
upper Mississippi River Basin [by Marvin E. Hora 
and others. St. Paul] 1976. ix, 55p. ill. 


- 19647 - 
NORTH CENTRAL REGIONAL CENTER FOR RURAL 
DEVELOPMENT. Aspects of planning for public 
services in rural areas. David L. Rogers and Larry 


R. Whiting, editors. Ames, Iowa, 1976. xii, 404 p. 
ill. 


Address: 107 Curtiss Hall, Iowa State University, 


Ames, Iowa 50011, 77-623711 
- 19648 - 
SOUTHWEST REGIONAL ENERGY COUNCIL. Policy 
positions, [Dallas] 1977. 291. 


The council was formed on Jan. 3, 1975. 
Address: 3300 W. Mockingbird La., Suite 507 
Dallas Texas 75235. 77-6237 12 


~ 19649 - 


WATERFRONT COMMISSION OF NEW YORK HARBOR. 
Annual report. 22d; 1975/76. [New York] 18 p. 


"Address: 150 William St.,New York, N.¥. 10038. 
54-63055 


STATE LIBRARY SURVEYS, STUDIES, MANUALS, 
AND STATISTICAL REPORTS 
Illinois. 
UNIVERSITY OF ILLINOIS, Urbana. Graduate School 
of Library Science, Proceedings of the 1973 Clinic 


on Library Applications of Data Processing: net- 
working and other forms of cooperation; papers pre- 
sented at the 1973 Clinic on Library Applications of 
Data Processing [held] April 29 - May 2, 1973, 
Edited by F. Wilfrid Lancaster, 
vi, 185 p. 


Urbana [1973] 


ill, 65-1841 


STATE LIBRARY SURVEYS 


Texas 
UNIVERSITY OF TEXAS AT AUSTIN. General 
Libraries. Contributions to librarianship. 
Austin. 
1. A comprehensive program of user education. 
1977. 45, A 56 p. 


$5. 00. 77-623846 


| 
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if 


Number of Titles Recorded 


in the 
Monthly Checklist of State Publications 


for 1977 


This Total This Total 
issue to date issue to date 


New Hampshire 46 159 


Trust Territory of the Pacific 


54 398 Virgin Islands ................-. 3 
Massachusetts .................. 12 817 Washington 10 624 
72 482 27 145 
80 493 ar 655 
Mississippi 26 294 4 216 
ys RR a 34 597 Assns. of State Officials .......... 9 182 


*Includes all monographs and periodicals recorded. Fewer annual reports, maps, and pamphlets. In addition, entry 
numbered entries appear in the checklist itself because entry numbers are not assigned to the periodicals. Therefore, entry 
numbers assigned for indexing purposes only and several numbers do not reflect actual totals. 

items are listed collectively under single entries, for example 


#% U.S. GOVERNMENT PRINGING OFFICE: 1977— 261-445:77-11 


Alabarna 

Alaska 

Kansa™ 

200 


CHANGE OF ADDRESS FORM 


NAME-—FIRST, LAST 


COMPANY NAME OR ADDITIONAL ADDRESS LINE 


TREET 


iit 


STATE ZIP CODE 


PLEASE PRINT OR TYPE (or) COUNTRY 


Mail this form to: 


Superintendent of Documents Attach last subscription 
Government Printing Office SSOM label here. 
Washington, D.C. 20402 


SUBSCRIPTION ORDER FORM 


ENTER MY SUBSCRIPTION TO: 


e$ Domestic; @ $ Foreign. 


(] Remittance enclosed (make 
NAME -—FIRST, LAST checks payable to Superin- 


(CRO tendent of Documents) 
COMPANY NAME OR ADDITIONAL ADDRESS LINE 


STREET ADDRES: 


MAIL ORDER FORM TO: 


V— Superintendent of Documents 
STATE ZIP CODE 
G P Off 


PLEASE PRINT OR TYPE for) COUNTRY 


Charge to my Deposit 
LI | | | Account No............. ; a 
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